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LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 


NATIONAL PARTIES 
1. BJS BHARATIYA JAN SANGH 
2. CPI COMMUNIST PARTY OF INDIA 
3. CPM COMMUNIST PARTY OF INDIA (MARXIST) 
4. INC INDIAN NATIONAL CONGRESS 
5. PSP PRAJA SOCIALIST PARTY 
6. SSP SANGHATA SOCIALIST PARTY 
7. SWA SWATANTRA PARTY 


REGISTERED(Unrecognised ) PARTIES 


8. JAC JAN CONGRESS 
INDEPENDENTS 
9. IND INDEPENDENT 
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OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION 


FD 
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DESCRIPTION 


Forfeited Deposits 

General Constituency 

Reserved for Scheduled Castes 
Reserved for Scheduled Tribes 
Men 

Women 

Total 

National Party 

State Party 

Registered (Unrecognised) Party 


Independent 
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HIGHLIGHTS 


1. NO.OF CONSTITUENCIES 


TYPE OF CONSTITUENCY 


NO. OF CONTESTANTS 11-15 | Abovel5 
IN A CONSTITUENCY 


TOTAL CONTESTANTS IN FRAY : 603 

AVERAGE CONTESTANTS PER CONSTITUENCY : 4 

MINIMUM CONTESTANTS IN A CONSTITUENCY : 2 

MAXIMUM CONTESTANTS IN A CONSTITUENCY - : 9 
3. ELECTORS 


NO. OF ELECTORS 5133883 4739174 9873057 


| ii, NO. OF ELECTORS WHO VOTED | OF ELECTORS WHO VOTED 2766228 1582610 | 4348838 
iii. eee PERCENTAGE 53.88% 33.39% eee 


4. NO.OF VALID VOTES i 17447045 
5. NO.OF VOTES REJECTED : 1401682 (32.23 of Total Votes Polled 
6. NO.OF POLLING STATIONS : 8960 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION : 1102 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 


| i mecrD sd 
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LIST OF SUCCESSFUL CANDIDATES 


CONSTITUENCY 
KARANIIA (ST) 
JASHIPUR (ST) 
RAIRANGPUR (ST) 
BAHALDA (ST) 
BANGRIPOSI (ST) 
BARIPADA 
MURUDA (ST) 
BAISINGA 
KHUNTA (ST) 
UDALA (ST) 
BHOGRAI 
JALESWAR 
BASTA 
BALASORE 
NILGIRI 

SORO 

SIMULIA (SC) 
BHADRAK 
DHAMNAGAR 
CHANDBALI (SC) 
BASUDEBPUR 
SUKINDA 
DHARAMSALA 
BARCHANA 
BINIJHARPUR (SC) 
JAJPUR WEST 
JAIPUR EAST (SC) 
AUL 
PATAMUNDAI (SC) 
RAJNAGAR 
KENDRAPARA 
PATKURA 
TIRTOL 

ERSAMA 
BALIKUDA 


JAGATSINGHPUR (SC) 


GOBINDPUR 
SALEPUR 
MAHANGA 
CHAUDWAR 


WINNER 
P.K.DAS 
D.C.NAYAK 
K.C.MAJHI 
S.SOREN 
R.NAYAK 
S.K.SAHU 
S.SAREN 
P.K.DASH 
H.HASDA 
M.TUDU 
P.M.DAS 
P.K.PAUL 
C.JENA 
R.M.DAS 
B.DAS 
H.MOHAPATRA 
U.C.JENA 
N.MOHAPATRA 
S.DEI 

M.DAS 
H.MAHATAB 
A.M.DEBI 
P.MOHANTY 
J.DAS 
B.C.MULLICK 
P.C.GHADEI 
S.K.DAS 
D.N.SARMA 
B.MALIK 
R.S.N.B.DEO 
S.K.KAWUGO 
C.SATAPATHI 
N.KHUNTIA 
L.CHOWDHURY 
B.MOHANTY 
K.C.MALLIU 
M.KANUNGO 
S.PATTANIAK 
B.ROY 


A.BEHEVA 
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JAC 


INC 


SWA 


JAC 
JAC 
JAC 
JAC 
JAC 
PSP 
PSP 
PSP 
JAC 
JAC 
INC 
PSP 
IND 
PSP 
PSP 
PSP 
CPI 
PSP 
PSP 
JAC 
JAC 
PSP 
PSP 


41. 
42. 
43. 
44, 
45, 
46. 
AT. 
48. 
49, 
50. 
51. 
52. 
53. 
54, 
55. 
56. 
57. 
58. 
59. 
60. 
61. 
62. 
63. 
64. 
65. 
66. 
67. 
68. 
69. 
70. 
TL. 
72. 
73. 
74, 
75. 
76. 
77. 
78. 
79, 
80. 
81. 
82. 
83. 


CONSTITUENCY 
CUTTACK CITY 
CUTTACK SADAR (SC) 
BANKI 

ATHGARH 
BARAMBA 
BHUBANESWAR 
BALIPATNA (SC) 
PIPLI 

NIMAPARA (SC) 
KAKATPUR 
SATYABADI 

PURI 

BRAHMAGIRI 
BANPUR 

KHURDA 
BEGUNIA 
KHANDPARA 
DASPALLA (SC) 
NAYAGARH 
RANPUR 
JAGANATHPRASAD (SC) 
BHANJANAGAR 
SURUDA 

ASKA 
KAVISURYANAGAR 
KODALA 
KHALLIKOTE 
CHATRAPUR 
HINJILI 

DURA (SC) 
BERHAMPUR 
CHIKATI 
MOHANA (ST) 
RAMAGIRI (ST) 
PARLAKHEMUNDI 
GUNUPUR (ST) 
BISSAMCUTTACK (ST) 
RAYAGADA (ST) 
NARAYANPATNA (ST) 
NANDAPUR (ST) 
MALKAN GIRI (ST) 
JEYPORE 

KOTPAD (ST) 


WINNER 
B.MITRA 
S.GENA 
J.C.RAUT 
P.PRADHAN 
P.PATTANAIK 
H.MAHTAB 
H.BHOI 
B.PATTANIAK 
N.SITHA 
G.K.SWAIN 
G.MOHAPTRA 
H.BAHINIPATI 
B.MOHANTY 
R.MISHRA 
R.B.DEB 
G.PAIKARAY 
H.B.M.RAY 
B.NAYAK 
A.MOHANTY 
B.C.S.D.B.N.MAHAPATRA 
U.NAIK 
D.BEHERA 
A.S.DEO 
H.DAS 
D.SWAIN 
B.MAHARANA 
N.SAHU 
L.MAHAPTRO 
B.NAYAK 
M.NAYAK 
B.ACHARYA 
D.PATANIK 
T.SARDHARA 
A.SINGH 
N.K.KULU 
B.GOMANGO 
B.CHOUDHARY 
A.MAJHI 
B.MALANNA 
M.SANTA 
G.MADI 
N.RAMASESHAIAH 
S.MAJHI 
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CONSTITUENCY 
NOWRANGPUR 
KODINGA (SC) 
DABUGAM (ST) 
UMERKOTE (ST) 
NAWAPARA (ST) 
KHARIAR 
DHARAMGARH (SC) 
KOKSARA 
JUNAGARH 
BHAWANIPATNA (SC) 
NARLA (ST) 
KESINGA 
UDAYAGIRI (ST) 
BALLIGUDA (ST) 
PHULBANI (ST) 
BAUDH 
SONEPUR 

BINKA 

TUSRA 
BOLANGIR 
LOISINGHA 
PATNAGARH 
SAINTALA 
TITILAGARH (SC) 
KANTABANII (SC) 
PADAMPUR 
MELCHHAMUNDA 
BIJEPUR (SC) 
BHATLI 
BARGARH 
SAMBALPUR 
BRAJARAJNAGAR 
JHARSUGUDA 
LAIKERA (ST) 
KUCHINDA (ST) 
RAIRAKHOL (SC) 
DEOGARH 
SUNDARGARH 
TALSARA (ST) 
RAJGANGPUR (ST) 
BISRA (ST) 
ROURKELA 
BONAI (ST) 
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WINNER 
S.TRIPATHY 
J.NAIK 
D.MAJHI 
R.MAJHI 
O.SING 
A.DEO 
L.D.MAJHI 
R.PRAHARAJ 
M.NAYAK 
D.NAIK 
A.MAJHI 
B.BHOI 
G.PRADHAN 
N.PRADHAN 
B.P.KOHOR 
H.S.PADHI 
N.RAIGURU 
N.C.MISRA 
R.MISRA 
M.R.N.S.DEO 
N.K.MISRA 
A.SAHOO 
R.C.S.BHOI 
A.MAHANANDA 
L.RAI 
B.B.S.BARIHA 
B.K.SAHU 
M.NAG 
S.PRADHAN 
B.C.HOTA 
B.BABU 
P.K.PANDA 
M.MISRA 
L.R.SINGH 
K.SINGHA 
B.SUNA 
B.T.D.RAJA 
H.PATEL 
G.PRADHAN 
P.BHAGAT 
K.C.NAYAK 
R.SAMANTRAI 
H.P.MAHAPATRA 
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PARTY 
INC 
SWA 
SWA 
INC 
INC 
INC 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
JAC 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
JAC 
SWA 
INC 
INC 
INC 
INC 
CPI 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
SWA 
PSP 
SWA 


127. 
128. 
29. 


139. 
140. 


130. 
3.1: 
132, 
133; 
134. 
135. 
136. 
137: 
138. 


CONSTITUENCY 
CHAMPUA (ST) 
PATNA (ST) 
KEONJHAR (ST) 
TELKOI (ST) 
RAMCHANDRAPUR 
ANAND PUR (SC) 
PAL LAHARA 
KAMAKHYA NAGAR 
GONDIA 
DHENKANAL 
TALCHER (SC) 
CHHENDIPADA (SC) 
ANGUL 
ATHMALLIK 


WINNER 
K.NAIK 
R.MUNDA 
G.MUNDA 
B.MOHAPATRA 
R.MISHRA 
B.JENA 
P.PRADHAN 
B.TRIPATHY 
H.MISRA 
R.P.P.DEV 
K.C.BEHERA 
N.NAYAK 
K.C.SINGH 
S.PRADHAN 
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PARTY 
SWA 
SWA 
SWA 
SWA 
SWA 
JAC 
JAC 
SWA 
SWA 
SWA 
JAC 
JAC 
JAC 
SSP 
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PERFORMANCE OF POLITICAL PARTIES 


PARTY SEATS VOTES POLLED VOTE % IN 
Slee seeu ate Dis scare OS ae SEATS 
CONTESTED WON FD VOTES % ~~ CONTESTED 
NATIONAL PARTIES 
1. BJS 19 0 19 21788 0.54% 4.07% 
2. CPI 31 7 17 211999 5.26% 20.71% 
3. CPM 10 1 5 46597 1.16% 18.16% 
4. INC 141 31 16 1235149 30.66% 30.66% 
5. PSP 33 21 dI 493750 12.26% 41.16% 
6. SSP 9 2 3 61426 1.52% 25.75% 
7. SWA 101 49 17 909421 22.58% 34.78% 
344 111 84 2980130 73.98% 


REGISTERED (Unrecognised) PARTIES 


8. JAC 47 26 12 542734 13.47% 37.17% 
47 26 12 542734 13.47% 
INDEPENDENTS 
9. IND 212 3 187 505394 12.55% 17.72% 
212 3 187 505394 12.55% 
Grand Total : 603 140 283 4028258 
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CANDIDATES DATA SUMMARY 


GEN 

1. NO.OF CONSTITUENCIES 84 
2. NOMINATIONS FILED 

a. Men 466 

b. Women 0 

c. Total 466 
3. NOMINATIONS REJECTED 

a. Men 4 

b. Women 

c. Total 4 
4. NOMINATIONS WITHDRAWN 

a. Men 73 

b. Women 0 

c. Total 73 
5. CONTESTING CANDIDATES 

a. Men 389 

b. Women 0 

c. Total 389 


6. FORFEITED DEPOSITS 


a. Men 
b. Women 


c. Total 
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TYPE OF CONSTITUENCY 
sc 


22 


95 


95 


81 


81 


ST 


34 


TOTAL 


140 


603 


603 
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ELECTORS DATA SUMMARY 


1. NO. OF CONSTITUENCIES 


2. ELECTORS 


a. Men 
b. Women 


c. Total 


3. ELECTORS WHO VOTED 


a. Men 
b. Women 


c. Total 


4. POLL PERCENTAGE 


5. VALID VOTES 


6. REJECTED VOTES 


a. Votes 


b. Percentage 


7. MISSING VOTES 


8. NO. OF POLLING STATIONS 


9. AVERAGE NO. OF 
ELECTORS PER POLLING 
STATION 
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GEN 


3159604 
2937173 
6096777 


1861015 
1154829 
3015844 


49.47 


393647940 


28570220 
947.34 


TYPE OF CONSTITUENCY 
SC ST 
22 34 
800822 1173457 
758795 1043206 
1559617 2216663 
425195 480018 
233585 480018 
658780 674214 
42.24 30.42 
85262520 85045660 
6966680 9344300 
1,057.51 1,385.95 
0 0 


TOTAL 


140 


5133883 
4739174 
9873057 


2766228 
1582610 
4348838 


44.05 


563956120 


44881200 
1,032.03 


1102 
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WOMEN CANDIDATES 


CONSTITUENCY 
Rank CANDIDATE PARTY Votes Polled Statu. Winner's Margin _Total 
Votes Valid 
Votes % Votes 


19 - DHAMNAGAR 

1 S.DEI JAC 40397 =77.30 WwW 40397 0 52260 
22 - SUKINDA 

1 A.M.DEBI JAC 13005 47.01 Ww 13005 0 27663 
26 - JAJPUR WEST 

5 S.MISHRA IND 345 1.02 F 14008 13663 33674 
31 - KENDRAPARA 


i} S.K.KAWUGO PSP 32735 64.67 WwW 32735 0 50619 
34 - ERSAMA 

2 RJEMA INC 18041 36.39 N 21909 3868 49572 
40 - CHAUDWAR 

2 B.DUTTA INC 11398 27.73 N 16706 5308 41101 

4 B.K.DEBI JAC 1869 4.55 F 16706 14837 41101 
43 - BANKI 

2 C.BANARJEE INC 13825 35.88 N 18407 4582 38531 


44 - ATHGARH 


2 R.DEVI SWA 9322 28.72 N 10063 741 32456 
112 - BHATLI 

1 S.PRADHAN INC 9580 33.15 W 9580 0 28895 

4 K.K.DEVI SWA 2384 8.25 F 9580 7196 28895 
136 - DHENKANAL 

1 R.P.P.DEV SWA 15892 53.34 WwW 15892 0 29793 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 


Total Women Contestants: 12 


Total Elected Women : 5 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1-KARANJIA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56296 0 56296 
2. SERVICE 
3. TOTAL 56296 0 56296 
I. ELECTORS WHO VOTED 
1. GENERAL 18032 0 18032 
2. POSTAL 0 0 0 
3. TOTAL 18032 0 18032 
IV. VOTES 
1. POLLED 18032 32.03% of Total Electors) 
2. VALID 16188 
3. REJECTED 1844 10.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA P.K.DAS 10020 
Runner up : INC K.NATH 2692 
MARGIN: 7328 45.27% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2 - JASHIPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62354 0 62354 
2. SERVICE 
3. TOTAL 62354 0 62354 
I. ELECTORS WHO VOTED 
1. GENERAL 17668 0 17668 
2. POSTAL 0 0 0 
3. TOTAL 17668 0 17668 
IV. VOTES 
1. POLLED 17668 28.33% of Total Electors) 
2. VALID 15972 
3. REJECTED 1696 9.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA D.C.NAYAK 8032 
Runner up : IND P.C.NAIK 3145 
MARGIN: 4887 30.60% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3 - RATRANGPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70141 0 70141 
2. SERVICE 
3. TOTAL 70141 0 70141 
I. ELECTORS WHO VOTED 
1. GENERAL 31056 0 31056 
2. POSTAL 0 0 0 
3. TOTAL 31056 0 31056 
IV. VOTES 
1. POLLED 31056 44.28% of Total Electors) 
2. VALID 28499 
3. REJECTED 2557 8.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA K.C.MAJHI 14974 
Runner up : INC C.SINHA 7128 
MARGIN: 7846 27.53% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4-BAHALDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 64201 0 64201 
2. SERVICE 
3. TOTAL 64201 0 64201 
I. ELECTORS WHO VOTED 
1. GENERAL 23554 0 23554 
2. POSTAL 0 0 0 
3. TOTAL 23554 0 23554 
IV. VOTES 
1. POLLED 23554 36.69% of Total Electors) 
2. VALID 20755 
3. REJECTED 2799 11.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC S.SOREN 10947 
Runner up : IND S.HEMRAM 4936 
MARGIN: 6011 28.96% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5 - BANGRIPOSI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 64635 0 64635 
2. SERVICE 
3. TOTAL 64635 0 64635 
I. ELECTORS WHO VOTED 
1. GENERAL 17911 0 17911 
2. POSTAL 0 0 0 
3. TOTAL 17911 0 17911 
IV. VOTES 
1. POLLED 17911 27.71% of Total Electors) 
2. VALID 15992 
3. REJECTED 1919 10.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA R.NAYAK 7608 
Runner up : INC P.K.DAS 4530 
MARGIN: 3078 19.25% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6-BARIPADA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 74224 0 74224 
2. SERVICE 
3. TOTAL 74224 0 74224 
I. ELECTORS WHO VOTED 
1. GENERAL 33658 0 33658 
2. POSTAL 0 0 0 
3. TOTAL 33658 0 33658 
IV. VOTES 
1. POLLED 33658 45.35% of Total Electors) 
2. VALID 30763 
3. REJECTED 2895 8.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC S.K.SAHU 9990 
Runner up : JAC A.K.DASH 8239 
MARGIN: 1751 5.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7 - MURUDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65409 0 65409 
2. SERVICE 
3. TOTAL 65409 0 65409 
I. ELECTORS WHO VOTED 
1. GENERAL 24814 0 24814 
2. POSTAL 0 0 0 
3. TOTAL 24814 0 24814 
IV. VOTES 
1. POLLED 24814 37.94% of Total Electors) 
2. VALID 22594 
3. REJECTED 2220 8.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP S.SAREN 6756 
Runner up : INC N.HEMBRAM 6537 
MARGIN: 219 0.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8 - BAISINGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60873 0 60873 
2. SERVICE 
3. TOTAL 60873 0 60873 
I. ELECTORS WHO VOTED 
1. GENERAL 33019 0 33019 
2. POSTAL 0 0 0 
3. TOTAL 33019 0 33019 
IV. VOTES 
1. POLLED 33019 54.24% of Total Electors) 
2. VALID 30792 
3. REJECTED 2227 6.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP P.K.DASH 20388 
Runner up : INC M.MISRA 9248 
MARGIN: 11140 36.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9- KHUNTA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66059 0 66059 
2. SERVICE 
3. TOTAL 66059 0 66059 
I. ELECTORS WHO VOTED 
1. GENERAL 24834 0 24834 
2. POSTAL 0 0 0 
3. TOTAL 24834 0 24834 
IV. VOTES 
1. POLLED 24834 37.59% of Total Electors) 
2. VALID 22254 
3. REJECTED 2580 10.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP H.HASDA 6166 
Runner up : INC G.N.SAREN 5680 
MARGIN: 486 2.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10 - UDALA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56631 0 56631 
2. SERVICE 
3. TOTAL 56631 0 56631 
I. ELECTORS WHO VOTED 
1. GENERAL 17538 0 17538 
2. POSTAL 0 0 0 
3. TOTAL 17538 0 17538 
IV. VOTES 
1. POLLED 17538 30.97% of Total Electors) 
2. VALID 15922 
3. REJECTED 1616 9.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC M.TUDU 6970 
Runner up : INC J.MAJHI 3907 
MARGIN: 3063 19.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11-BHOGRAI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : PSP 
Runner up : INC 


MARGIN - : 6493 
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MALE FEMALE TOTAL 
72845 0 72845 
72845 0 72845 
44218 0 44218 

0 0) 0 
44218 0 44218 
44218 60.70% of Total Electors) 
42024 
2194 4.96% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
P.M.DAS 21598 
D.S.DAS 15105 


15.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12- JALESWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68988 0 68988 
2. SERVICE 
3. TOTAL 68988 0 68988 
I. ELECTORS WHO VOTED 
1. GENERAL 38162 0 38162 
2. POSTAL 0 0 0 
3. TOTAL 38162 0 38162 
IV. VOTES 
1. POLLED 38162 55.32% of Total Electors) 
2. VALID 35932 
3. REJECTED 2230 5.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP P.K.PAUL 24080 
Runner up : INC J.C.JENA 11852 
MARGIN: 12228 34.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13-BASTA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : PSP 


MARGIN -: 5065 
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MALE FEMALE TOTAL 
64819 0 64819 
64819 0 64819 
38266 0 38266 

0 0) 0 
38266 0 38266 
38266 59.04% of Total Electors) 
36488 
1778 4.65% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
C.JENA 18378 
M.BAUG 13313 


13.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14 - BALASORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62500 0 62500 
2. SERVICE 
3. TOTAL 62500 0 62500 
I. ELECTORS WHO VOTED 
1. GENERAL 35451 0 35451 
2. POSTAL 0 0 0 
3. TOTAL 35451 0 35451 
IV. VOTES 
1. POLLED 35451 56.72% of Total Electors) 
2. VALID 33750 
3. REJECTED 1701 4.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP R.M.DAS 20447 
Runner up : INC S.S.MOHAPATRA 9384 
MARGIN: 11063 32.78% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15 - NILGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 72924 0 72924 
2. SERVICE 
3. TOTAL 72924 0 72924 
I. ELECTORS WHO VOTED 
1. GENERAL 42043 0 42043 
2. POSTAL 0 0 0 
3. TOTAL 42043 0 42043 
IV. VOTES 
1. POLLED 42043 57.65% of Total Electors) 
2. VALID 39324 
3. REJECTED 2719 6.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM B.DAS 18438 
Runner up : INC R.C.M.HARICHAADAN 11917 
MARGIN: 6521 16.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16-SORO 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75145 0 75145 
2. SERVICE 
3. TOTAL 75145 0 75145 
I. ELECTORS WHO VOTED 
1. GENERAL 36563 0 36563 
2. POSTAL 0 0 0 
3. TOTAL 36563 0 36563 
IV. VOTES 
1. POLLED 36563 48.66% of Total Electors) 
2. VALID 34668 
3. REJECTED 1895 5.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA H.MOHAPATRA 15931 
Runner up : INC J.D.MOHAPATRA 10251 
MARGIN: 5680 16.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17 -SIMULIA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : PSP 
Runner up : SWA 


MARGIN -: 5787 
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MALE FEMALE TOTAL 
81092 0 81092 
81092 0 81092 
38433 0 38433 

0 0) 0 
38433 0 38433 
38433 47.39% of Total Electors) 
36406 
2027 5.27% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
U.C.JENA 19585 
K.C.SETHI 13798 


15.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 - BHADRAK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 73085 0 73085 
2. SERVICE 
3. TOTAL 73085 0 73085 
I. ELECTORS WHO VOTED 
1. GENERAL 38924 0 38924 
2. POSTAL 0 0 0 
3. TOTAL 38924 0 38924 
IV. VOTES 
1. POLLED 38924 53.26% of Total Electors) 
2. VALID 36931 
3. REJECTED 1993 5.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC N.MOHAPATRA 26680 
Runner up : INC R.MOHANTY 5826 
MARGIN: 20854 56.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19 - DHAMNAGAR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN - : 32225 


MALE FEMALE TOTAL 
88425 0 88425 
88425 0 88425 
54719 0 54719 

0 0) 0 
54719 0 54719 
54719 61.88% of Total Electors) 
52260 
2459 4.49% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
S.DEI 40397 
H.MALLICK 8172 


61.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20 - CHANDBALI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 74695 0 74695 
2. SERVICE 
3. TOTAL 74695 0 74695 
I. ELECTORS WHO VOTED 
1. GENERAL 44895 0 44895 
2. POSTAL 0 0 0 
3. TOTAL 44895 0 44895 
IV. VOTES 
1. POLLED 44895 60.10% of Total Electors) 
2. VALID 41769 
3. REJECTED 3126 6.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC M.DAS 24467 
Runner up : INC B.C.JENA 7276 
MARGIN: 17191 41.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21 - BASUDEBPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


MALE 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


82191 


82191 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN - : 20544 


54647 


54647 


52074 


2573 


0 


0 


FEMALE TOTAL 
0 82191 
0 82191 
0 54647 
0 0 
0 54647 


66.49% of Total Electors) 


4.71% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING 


CANDIDATE 


H.MAHATAB 
N.ROUTROY 


39.45% of Total Valid Votes ) 
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DECLARATION OF RESULT 


VOTES 
36309 


15765 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22-SUKINDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66226 0 66226 
2. SERVICE 
3. TOTAL 66226 0 66226 
I. ELECTORS WHO VOTED 
1. GENERAL 30371 0 30371 
2. POSTAL 0 0 0 
3. TOTAL 30371 0 30371 
IV. VOTES 
1. POLLED 30371 45.86% of Total Electors) 
2. VALID 27663 
3. REJECTED 2708 8.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC A.M.DEBI 13005 
Runner up : INC N.C.PATI 4275 
MARGIN: 8730 31.56% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 - DHARAMSALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76266 0 76266 
2. SERVICE 
3. TOTAL 76266 0 76266 
I. ELECTORS WHO VOTED 
1. GENERAL 42085 0 42085 
2. POSTAL 0 0 0 
3. TOTAL 42085 0 42085 
IV. VOTES 
1. POLLED 42085 55.18% of Total Electors) 
2. VALID 38676 
3. REJECTED 3409 8.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP P.MOHANTY 14798 
Runner up : INC C.NAYAK 6771 
MARGIN: 8027 20.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24- BARCHANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76865 0 76865 
2. SERVICE 
3. TOTAL 76865 0 76865 
I. ELECTORS WHO VOTED 
1. GENERAL ATA17 0 47417 
2. POSTAL 0 0 0 
3. TOTAL 47417 0 47417 
IV. VOTES 
1. POLLED 47417 61.69% of Total Electors) 
2. VALID 44801 
3. REJECTED 2616 5.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP J.DAS 19636 
Runner up : INC M.SAMAL 15045 
MARGIN: 4591 10.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25 - BINIJHARPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71077 0 71077 
2. SERVICE 
3. TOTAL 71077 0 71077 
I. ELECTORS WHO VOTED 
1. GENERAL 41064 0 41064 
2. POSTAL 0 0 0 
3. TOTAL 41064 0 41064 
IV. VOTES 
1. POLLED 41064 53.28% of Total Electors) 
2. VALID 38267 
3. REJECTED 2797 6.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP B.C.MULLICK 25030 
Runner up : INC N.MULLICK 13237 
MARGIN: 11793 30.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26 - JAJPUR WEST 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75914 0 75914 
2. SERVICE 
3. TOTAL 75914 0 75914 
I. ELECTORS WHO VOTED 
1. GENERAL 35897 0 35897 
2. POSTAL 0 0 0 
3. TOTAL 35897 0 35897 
IV. VOTES 
1. POLLED 35897 47.29% of Total Electors) 
2. VALID 33674 
3. REJECTED 2223 6.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC P.C.GHADEI 14008 
Runner up : IND B.N.S.N.MOHPETRA 10769 
MARGIN: 3239 9.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27 - JAJPUR EAST (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN - : 9931 


MALE FEMALE TOTAL 
77212 0 77212 
77212 0 77212 
35016 0 35016 

0 0) 0 
35016 0 35016 
35016 45.35% of Total Electors) 
32655 
2361 6.74% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
S.K.DAS 21293 
J.MALLIK 11362 


30.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28 - AUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 73890 0 73890 
2. SERVICE 
3. TOTAL 73890 0 73890 
I. ELECTORS WHO VOTED 
1. GENERAL 44921 0 44921 
2. POSTAL 0 0 0 
3. TOTAL 44921 0 44921 
IV. VOTES 
1. POLLED 44921 60.79% of Total Electors) 
2. VALID 42112 
3. REJECTED 2809 6.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D.N.SARMA 15049 
Runner up : IND J.MISRA 14630 
MARGIN: 419 0.99% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - PATAMUNDAI (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : PSP 
Runner up : INC 


MARGIN -: 8119 
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MALE FEMALE TOTAL 
80302 0 80302 
80302 0 80302 
48791 0 48791 

0 0) 0 
48791 0 48791 
48791 60.76% of Total Electors) 
46504 
2287 4.69% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.MALIK 26924 
P.MALIK 18805 


17.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30-RAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76820 0 76820 
2. SERVICE 
3. TOTAL 76820 0 76820 
I. ELECTORS WHO VOTED 
1. GENERAL 48021 0 48021 
2. POSTAL 0 0 0 
3. TOTAL 48021 0 48021 
IV. VOTES 
1. POLLED 48021 62.51% of Total Electors) 
2. VALID 44771 
3. REJECTED 3250 6.77% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND R.S.N.B.DEO 18739 
Runner up : PSP D.C.ROUT 9985 
MARGIN: 8754 19.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31 - KENDRAPARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 82069 0 82069 
2. SERVICE 
3. TOTAL 82069 0 82069 
I. ELECTORS WHO VOTED 
1. GENERAL 53412 0 53412 
2. POSTAL 0 0 0 
3. TOTAL 53412 0 53412 
IV. VOTES 
1. POLLED 53412 65.08% of Total Electors) 
2. VALID 50619 
3. REJECTED 2793 5.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP S.K.KAWUGO 32735 
Runner up : INC D.SAHU 15563 
MARGIN: 17172 33.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 - PATKURA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 86754 0 86754 
2. SERVICE 
3. TOTAL 86754 0 86754 
I. ELECTORS WHO VOTED 
1. GENERAL 55334 0 55334 
2. POSTAL 0 0 0 
3. TOTAL 55334 0 55334 
IV. VOTES 
1. POLLED 55334 63.78% of Total Electors) 
2. VALID 52221 
3. REJECTED 3113 5.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP C.SATAPATHI 31712 
Runner up : INC B.PATNAIK 16690 
MARGIN: 15022 28.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - TIRTOL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 73578 0 73578 
2. SERVICE 
3. TOTAL 73578 0 73578 
I. ELECTORS WHO VOTED 
1. GENERAL 46815 0 46815 
2. POSTAL 0 0 0 
3. TOTAL 46815 0 46815 
IV. VOTES 
1. POLLED 46815 63.63% of Total Electors) 
2. VALID 44792 
3. REJECTED 2023 4.32% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP N.KHUNTIA 26379 
Runner up : INC P.C.MOHANTY 17980 
MARGIN: 8399 18.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34-ERSAMA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 79815 0 79815 
2. SERVICE 
3. TOTAL 79815 0 79815 
I. ELECTORS WHO VOTED 
1. GENERAL 52606 0 52606 
2. POSTAL 0 0 0 
3. TOTAL 52606 0 52606 
IV. VOTES 
1. POLLED 52606 65.91% of Total Electors) 
2. VALID 49572 
3. REJECTED 3034 5.77% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI L.CHOWDHURY 21909 
Runner up : INC R.JEMA 18041 
MARGIN: 3868 7.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35 - BALIKUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 85191 0 85191 
2. SERVICE 
3. TOTAL 85191 0 85191 
I. ELECTORS WHO VOTED 
1. GENERAL 42905 0 42905 
2. POSTAL 0 0 0 
3. TOTAL 42905 0 42905 
IV. VOTES 
1. POLLED 42905 50.36% of Total Electors) 
2. VALID 40624 
3. REJECTED 2281 5.32% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP B.MOHANTY 20401 
Runner up : INC N.MOHANTY 11271 
MARGIN: 9130 22.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36 - JAGATSINGHPUR (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : PSP 
Runner up : INC 


MARGIN -: 14082 


MALE FEMALE TOTAL 
84582 0 84582 
84582 0 84582 
39513 0 39513 

0 0) 0 
39513 0 39513 
39513 46.72% of Total Electors) 
37350 
2163 5.47% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
K.C.MALLIU 22320 
H.MALLIU 8238 


37.70% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37 - GOBINDPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 72338 0 72338 
2. SERVICE 
3. TOTAL 72338 0 72338 
I. ELECTORS WHO VOTED 
1. GENERAL 35739 0 35739 
2. POSTAL 0 0 0 
3. TOTAL 35739 0 35739 
IV. VOTES 
1. POLLED 35739 49.41% of Total Electors) 
2. VALID 33073 
3. REJECTED 2666 7.46% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC M.KANUNGO 14398 
Runner up : INC T.KAMARINGO 7242 
MARGIN: 7156 21.64% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - SALEPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 82420 0 82420 
2. SERVICE 
3. TOTAL 82420 0 82420 
I. ELECTORS WHO VOTED 
1. GENERAL 42839 0 42839 
2. POSTAL 0 0 0 
3. TOTAL 42839 0 42839 
IV. VOTES 
1. POLLED 42839 51.98% of Total Electors) 
2. VALID 39916 
3. REJECTED 2923 6.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC S.PATTANIAK 24363 
Runner up : INC R.K.BOSE 12534 
MARGIN: 11829 29.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - MAHANGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 80419 0 80419 
2. SERVICE 
3. TOTAL 80419 0 80419 
I. ELECTORS WHO VOTED 
1. GENERAL 45335 0 45335 
2. POSTAL 0 0 0 
3. TOTAL 45335 0 45335 
IV. VOTES 
1. POLLED 45335 56.37% of Total Electors) 
2. VALID 43069 
3. REJECTED 2266 5.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP B.ROY 27943 
Runner up : INC S.KAR 13734 
MARGIN: 14209 32.99% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40 - CHAUDWAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 83370 0 83370 
2. SERVICE 
3. TOTAL 83370 0 83370 
I. ELECTORS WHO VOTED 
1. GENERAL 43925 0 43925 
2. POSTAL 0 0 0 
3. TOTAL 43925 0 43925 
IV. VOTES 
1. POLLED 43925 52.69% of Total Electors) 
2. VALID 41101 
3. REJECTED 2824 6.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP A.BEHEVA 16706 
Runner up : INC B.DUTTA 11398 
MARGIN: 5308 12.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 - CUTTACK CITY 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : IND 


MARGIN -: 4923 
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MALE FEMALE TOTAL 
72033 0 72033 
72033 0 72033 
39080 0 39080 

0 0) 0 
39080 0 39080 
39080 54.25% of Total Electors) 
37483 
1597 4.09% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.MITRA 15525 
S.SAHA 10602 


13.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 - CUTTACK SADAR (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN - : 1208 


MALE FEMALE TOTAL 
79118 0 79118 
79118 0 79118 
34808 0 34808 

0 0) 0 
34808 0 34808 
34808 44.00% of Total Electors) 
32350 
2458 7.06% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
S.GENA 13188 
L.MALIK 11980 


3.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 - BANKI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70789 0 70789 
2. SERVICE 
3. TOTAL 70789 0 70789 
I. ELECTORS WHO VOTED 
1. GENERAL 40951 0 40951 
2. POSTAL 0 0 0 
3. TOTAL 40951 0 40951 
IV. VOTES 
1. POLLED 40951 57.85% of Total Electors) 
2. VALID 38531 
3. REJECTED 2420 5.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND J.C.RAUT 18407 
Runner up : INC C.BANARJEE 13825 
MARGIN: 4582 11.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44- ATHGARH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : SWA 


MARGIN -: 741 


MALE FEMALE TOTAL 
63224 0 63224 
63224 0 63224 
34802 0 34802 

0 0) 0 
34802 0 34802 
34802 55.05% of Total Electors) 
32456 
2346 6.74% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
P.PRADHAN 10063 
R.DEVI 9322 


2.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45 - BARAMBA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 78146 0 78146 
2. SERVICE 
3. TOTAL 78146 0 78146 
I. ELECTORS WHO VOTED 
1. GENERAL 42601 0 42601 
2. POSTAL 0 0 0 
3. TOTAL 42601 0 42601 
IV. VOTES 
1. POLLED 42601 54.51% of Total Electors) 
2. VALID 39761 
3. REJECTED 2840 6.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC P.PATTANAIK 16018 
Runner up : INC B.NAYAK 10833 
MARGIN: 5185 13.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46 - BHUBANESWAR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN -: 18907 


MALE FEMALE TOTAL 
83244 0 83244 
83244 0 83244 
47036 0 47036 

0 0) 0) 
47036 0 47036 
47036 56.50% of Total Electors) 
45231 
1805 3.84% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
H.MAHTAB 32069 
S.MOHANTY 13162 


41.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 - BALIPATNA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : SWA 


MARGIN - : 1840 


MALE FEMALE TOTAL 
75935 0 75935 
75935 0 75935 
26605 0 26605 

0 0) (0) 
26605 0 26605 
26605 35.04% of Total Electors) 
24666 
1939 7.29% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
H.BHOI 8752 
S.BHOI 6912 


7.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - PIPLI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75030 0 75030 
2. SERVICE 
3. TOTAL 75030 0 75030 
I. ELECTORS WHO VOTED 
1. GENERAL 34806 0 34806 
2. POSTAL 0 0 0 
3. TOTAL 34806 0 34806 
IV. VOTES 
1. POLLED 34806 46.39% of Total Electors) 
2. VALID 32478 
3. REJECTED 2328 6.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC B.PATTANIAK 17497 
Runner up : INC R.C.PATTANIAK 7043 
MARGIN: 10454 32.19% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 - NIMAPARA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN - : 1038 


MALE FEMALE TOTAL 
75495 0 75495 
75495 0 75495 
39516 0 39516 

0 0) 0 
39516 0 39516 
39516 52.34% of Total Electors) 
36713 
2803 7.09% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
N.SITHA 13895 
G.C.SETHI 12857 


2.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - KAKATPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75055 0 75055 
2. SERVICE 
3. TOTAL 75055 0 75055 
I. ELECTORS WHO VOTED 
1. GENERAL 45028 0 45028 
2. POSTAL 0 0 0 
3. TOTAL 45028 0 45028 
IV. VOTES 
1. POLLED 45028 59.99% of Total Electors) 
2. VALID 42450 
3. REJECTED 2578 5.73% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI G.K.SWAIN 17246 
Runner up : INC P.SAMANTASINHAR 14184 
MARGIN: 3062 7.21% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51 -SATYABADI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76137 0 76137 
2. SERVICE 
3. TOTAL 76137 0 76137 
I. ELECTORS WHO VOTED 
1. GENERAL 41277 0 41277 
2. POSTAL 0 0 0 
3. TOTAL 41277 0 41277 
IV. VOTES 
1. POLLED 41277 54.21% of Total Electors) 
2. VALID 38904 
3. REJECTED 2373 5.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC G.MOHAPTRA 21580 
Runner up : IND A.DAS 14326 
MARGIN: 7254 18.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52- PURI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 73851 0 73851 
2. SERVICE 
3. TOTAL 73851 0 73851 
I. ELECTORS WHO VOTED 
1. GENERAL 39036 0 39036 
2. POSTAL 0 0 0 
3. TOTAL 39036 0 39036 
IV. VOTES 
1. POLLED 39036 52.86% of Total Electors) 
2. VALID 36323 
3. REJECTED 2713 6.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP H.BAHINIPATI 22238 
Runner up : JAC A.DAS 6497 
MARGIN: 15741 43.34% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - BRAHMAGIRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69078 0 69078 
2. SERVICE 
3. TOTAL 69078 0 69078 
I. ELECTORS WHO VOTED 
1. GENERAL 30685 0 30685 
2. POSTAL 0 0 0 
3. TOTAL 30685 0 30685 
IV. VOTES 
1. POLLED 30685 44.42% of Total Electors) 
2. VALID 28813 
3. REJECTED 1872 6.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC B.MOHANTY 9014 
Runner up : IND G.PATRA 6052 
MARGIN: 2962 10.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-BANPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 77546 0 77546 
2. SERVICE 
3. TOTAL 77546 0 77546 
I. ELECTORS WHO VOTED 
1. GENERAL 35219 0 35219 
2. POSTAL 0 0 0 
3. TOTAL 35219 0 35219 
IV. VOTES 
1. POLLED 35219 45.42% of Total Electors) 
2. VALID 33178 
3. REJECTED 2041 5.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R.MISHRA 11178 
Runner up : IND R.PRAHARAJ 10480 
MARGIN: 698 2.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 - KHURDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 77273 0 77273 
2. SERVICE 
3. TOTAL 77273 0 77273 
I. ELECTORS WHO VOTED 
1. GENERAL 35598 0 35598 
2. POSTAL 0 0 0 
3. TOTAL 35598 0 35598 
IV. VOTES 
1. POLLED 35598 46.07% of Total Electors) 
2. VALID 32996 
3. REJECTED 2602 7.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC R.B.DEB 16303 
Runner up : INC B.BALIARSINGH 8926 
MARGIN: 7377 22.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56 - BEGUNIA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 78749 0 78749 
2. SERVICE 
3. TOTAL 78749 0 78749 
I. ELECTORS WHO VOTED 
1. GENERAL 46327 0 46327 
2. POSTAL 0 0 0 
3. TOTAL 46327 0 46327 
IV. VOTES 
1. POLLED 46327 58.83% of Total Electors) 
2. VALID 43574 
3. REJECTED 2753 5.94% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI G.PAIKARAY 19918 
Runner up : INC S.CHAMPATIRAY 18739 
MARGIN: 1179 2.71% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57- KHANDPARA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN -: 4171 


MALE FEMALE TOTAL 
66312 0 66312 
66312 0 66312 
21540 0 21540 

0 0) 0 
21540 0 21540 
21540 32.48% of Total Electors) 
20528 
1012 4.70% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
H.B.M.RAY 11131 
D.PRADHAN 6960 


20.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - DASPALLA (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 4301 


MALE FEMALE TOTAL 
66493 0 66493 
66493 0 66493 
21804 0 21804 

0 0) 0 
21804 0 21804 
21804 32.79% of Total Electors) 
20970 
834 3.82% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.NAYAK 11280 
S.NAYAK 6979 


20.51% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59 - NAYAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70520 0 70520 
2. SERVICE 
3. TOTAL 70520 0 70520 
I. ELECTORS WHO VOTED 
1. GENERAL 24374 0 24374 
2. POSTAL 0 0 0 
3. TOTAL 24374 0 24374 
IV. VOTES 
1. POLLED 24374 34.56% of Total Electors) 
2. VALID 23125 
3. REJECTED 1249 5.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND A.MOHANTY 6141 
Runner up : JAC B.MAHAPATRA 4315 
MARGIN: 1826 7.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60 - RANPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : CPM 


MARGIN -: 3401 
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MALE FEMALE TOTAL 
65476 0 65476 
65476 0 65476 
28830 0 28830 

0 0) 0 
28830 0 28830 
28830 44.03% of Total Electors) 
27221 
1609 5.58% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.C.S.D.B.N.MAHAPATRA 9995 
R.C.PANDA 6594 


12.49% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61 - JAGANATHPRASAD (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN -: 7771 


MALE FEMALE TOTAL 
70307 0 70307 
70307 0 70307 
19118 0 19118 

0 0) 0 
19118 0 19118 
19118 27.19% of Total Electors) 
18174 
944 4.94% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
U.NAIK 10610 
B.PATRA 2839 


42.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - BHANJANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75659 0 75659 
2. SERVICE 
3. TOTAL 75659 0 75659 
I. ELECTORS WHO VOTED 
1. GENERAL 34158 0 34158 
2. POSTAL 0 0 0 
3. TOTAL 34158 0 34158 
IV. VOTES 
1. POLLED 34158 45.15% of Total Electors) 
2. VALID 32227 
3. REJECTED 1931 5.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D.BEHERA 13473 
Runner up : CPI B.ARUKHA 7116 
MARGIN: 6357 19.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 -SURUDA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 4017 
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MALE FEMALE TOTAL 
67603 0 67603 
67603 0 67603 
28697 0 28697 

0 0) 0 
28697 0 28697 
28697 42.45% of Total Electors) 
27246 
1451 5.06% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
A.S.DEO 14557 
G.SWAIN 10540 


14.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64-ASKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71451 0 71451 
2. SERVICE 
3. TOTAL 71451 0 71451 
I. ELECTORS WHO VOTED 
1. GENERAL 42342 0 42342 
2. POSTAL 0 0 0 
3. TOTAL 42342 0 42342 
IV. VOTES 
1. POLLED 42342 59.26% of Total Electors) 
2. VALID 40042 
3. REJECTED 2300 5.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI H.DAS 19766 
Runner up : INC L.MISRA 10636 
MARGIN: 9130 22.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 - KAVISURYANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 81053 0 81053 
2. SERVICE 
3. TOTAL 81053 0 81053 
I. ELECTORS WHO VOTED 
1. GENERAL 41515 0 41515 
2. POSTAL 0 0 0 
3. TOTAL 41515 0 41515 
IV. VOTES 
1. POLLED 41515 51.22% of Total Electors) 
2. VALID 38822 
3. REJECTED 2693 6.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI D.SWAIN 13895 
Runner up : INC R.G.SAHU 13224 
MARGIN: 671 1.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66- KODALA 


I. CANDIDATES 


1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


I. ELECTORS 


1. GENERAL 
2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 


1. POLLED 
2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 


POLLING 


21-02-1967 


VI. RESULT 


PARTY 
Winner : PSP 


Runner up : INC 


MARGIN -: 2820 8.54% 
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MALE 


69776 


69776 


35807 


35807 


35807 
33034 
2773 
0 


0 


FEMALE TOTAL 
0 69776 
0 69776 
0 35807 
0 0 
0 35807 


51.32% of Total Electors) 


7.74% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING 


CANDIDATE 
B.MAHARANA 
R.K.PATNAIK 


of Total Valid Votes ) 
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DECLARATION OF RESULT 


VOTES 
10877 


8057 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67 - KHALLIKOTE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 74136 0 74136 
2. SERVICE 
3. TOTAL 74136 0 74136 
I. ELECTORS WHO VOTED 
1. GENERAL 39393 0 39393 
2. POSTAL 0 0 0 
3. TOTAL 39393 0 39393 
IV. VOTES 
1. POLLED 39393 53.14% of Total Electors) 
2. VALID 37043 
3. REJECTED 2350 5.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SSP N.SAHU 22216 
Runner up : INC T.SAMANTRA 13023 
MARGIN: 9193 24.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - CHATRAPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 73341 0 73341 
2. SERVICE 
3. TOTAL 73341 0 73341 
I. ELECTORS WHO VOTED 
1. GENERAL 31017 0 31017 
2. POSTAL 0 0 0 
3. TOTAL 31017 0 31017 
IV. VOTES 
1. POLLED 31017 42.29% of Total Electors) 
2. VALID 28987 
3. REJECTED 2030 6.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI L.MAHAPTRO 13914 
Runner up : INC H.PANDHI 9864 
MARGIN: 4050 13.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - HINJILI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : JAC 


MARGIN -: 12923 


MALE FEMALE TOTAL 
70665 0 70665 
70665 0 70665 
33238 0 33238 

0 0) 0 
33238 0 33238 
33238 47.04% of Total Electors) 
31176 
2062 6.20% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.NAYAK 19952 
U.PALO 7029 


41.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70 - DURA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65306 0 65306 
2. SERVICE 
3. TOTAL 65306 0 65306 
I. ELECTORS WHO VOTED 
1. GENERAL 20139 0 20139 
2. POSTAL 0 0 0 
3. TOTAL 20139 0 20139 
IV. VOTES 
1. POLLED 20139 30.84% of Total Electors) 
2. VALID 18747 
3. REJECTED 1392 6.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC M.NAYAK 7523 
Runner up : SWA B.PRADHAN 3713 
MARGIN: 3810 20.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71 -BERHAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69897 0 69897 
2. SERVICE 
3. TOTAL 69897 0 69897 
I. ELECTORS WHO VOTED 
1. GENERAL 37495 0 37495 
2. POSTAL 0 0 0 
3. TOTAL 37495 0 37495 
IV. VOTES 
1. POLLED 37495 53.64% of Total Electors) 
2. VALID 35830 
3. REJECTED 1665 4.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC B.ACHARYA 21463 
Runner up : JAC B.K.PANISRALIY 12291 
MARGIN: 9172 25.60% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 - CHIKATI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 79567 0 79567 
2. SERVICE 
3. TOTAL 79567 0 79567 
I. ELECTORS WHO VOTED 
1. GENERAL 37258 0 37258 
2. POSTAL 0 0 0 
3. TOTAL 37258 0 37258 
IV. VOTES 
1. POLLED 37258 46.83% of Total Electors) 
2. VALID 35585 
3. REJECTED 1673 4.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D.PATANIK 17485 
Runner up : IND H.PADHAN 9576 
MARGIN: 7909 22.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - MOHANA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65792 0 65792 
2. SERVICE 
3. TOTAL 65792 0 65792 
I. ELECTORS WHO VOTED 
1. GENERAL 13452 0 13452 
2. POSTAL 0 0 0 
3. TOTAL 13452 0 13452 
IV. VOTES 
1. POLLED 13452 20.45% of Total Electors) 
2. VALID 12394 
3. REJECTED 1058 7.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC T.SARDHARA 5427 
Runner up : SWA LDONDASENA 3878 
MARGIN: 1549 12.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74 - RAMAGIRI (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN - : 6242 


MALE FEMALE TOTAL 
64983 0 64983 
64983 0 64983 
16974 0 16974 

0 0 (0) 
16974 0 16974 
16974 26.12% of Total Electors) 
15990 
984 5.80% of Total Votes Polled) 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
A.SINGH 10010 
G.BHUNYA 3768 


39.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - PARLAKHEMUNDI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : IND 


MARGIN -: 8447 
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MALE FEMALE TOTAL 
72506 0 72506 
72506 0 72506 
45222 0 45222 

0 0) 0 
45222 0 45222 
45222 62.37% of Total Electors) 
42350 
2872 6.35% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
N.K.KULU 17386 
B.BALAJI 8939 


19.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 - GUNUPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN -: 2908 
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MALE FEMALE TOTAL 
77294 0 77294 
77294 0 77294 
25142 0 25142 

0 0) 0 
25142 0 25142 
25142 32.53% of Total Electors) 
22916 
2226 8.85% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.GOMANGO 10767 
B.HARAKA 7859 


12.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77 - BISSAMCUTTACK (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70927 0 70927 
2. SERVICE 
3. TOTAL 70927 0 70927 
I. ELECTORS WHO VOTED 
1. GENERAL 19362 0 19362 
2. POSTAL 0 0 0 
3. TOTAL 19362 0 19362 
IV. VOTES 
1. POLLED 19362 27.30% of Total Electors) 
2. VALID 17458 
3. REJECTED 1904 9.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA B.CHOUDHARY 10955 
Runner up : INC S.C.PIDIKAKA 6503 
MARGIN: 4452 25.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 - RAYAGADA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN: 949 


MALE FEMALE TOTAL 
71022 0 71022 
71022 0 71022 
24006 0 24006 

0 0) 0 
24006 0 24006 
24006 33.80% of Total Electors) 
21267 
2739 11.41% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
A.MAJHI 8641 
N.KALALCA 7692 


4.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 - NARAYANPATNA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65028 0 65028 
2. SERVICE 
3. TOTAL 65028 0 65028 
I. ELECTORS WHO VOTED 
1. GENERAL 16990 0 16990 
2. POSTAL 0 0 0 
3. TOTAL 16990 0 16990 
IV. VOTES 
1. POLLED 16990 26.13% of Total Electors) 
2. VALID 14296 
3. REJECTED 2694 15.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA B.MALANNA 7531 
Runner up : INC T.SANGANNA 5974 
MARGIN: 1557 10.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80-NANDAPUR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60001 0 60001 
2. SERVICE 
3. TOTAL 60001 0 60001 
I. ELECTORS WHO VOTED 
1. GENERAL 8742 0 8742 
2. POSTAL 0 0 0 
3. TOTAL 8742 0 8742 
IV. VOTES 
1. POLLED 8742 14.57% of Total Electors) 
2. VALID 7431 
3. REJECTED 1311 15.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC M.SANTA 4042 
Runner up : SWA B.ALLAYYA 3389 
MARGIN: 653 8.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81 - MALKAN GIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 80102 0 80102 
2. SERVICE 
3. TOTAL 80102 0 80102 
I. ELECTORS WHO VOTED 
1. GENERAL 15628 0 15628 
2. POSTAL 0 0 0 
3. TOTAL 15628 0 15628 
IV. VOTES 
1. POLLED 15628 19.51% of Total Electors) 
2. VALID 13465 
3. REJECTED 2163 13.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC G.MADI 7028 
Runner up : SWA G.NAYAK 3824 
MARGIN: 3204 23.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 82 - JEYPORE 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56695 0 56695 
2. SERVICE 
3. TOTAL 56695 0 56695 
I. ELECTORS WHO VOTED 
1. GENERAL 17000 0 17000 
2. POSTAL 0 0 0 
3. TOTAL 17000 0 17000 
IV. VOTES 
1. POLLED 17000 29.99% of Total Electors) 
2. VALID 15603 
3. REJECTED 1397 8.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA N.RAMASESHAIAH 7374 
Runner up : INC R.PATNAIK 6647 
MARGIN: 727 4.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 83 - KOTPAD (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN - : 1515 
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MALE FEMALE TOTAL 
67504 0 67504 
67504 0 67504 
13926 0 13926 

0 0) 0 
13926 0 13926 
13926 20.63% of Total Electors) 
12493 
1433 10.29% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
S.MAJHI 5139 
S.MAJHI 3624 


12.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 84 - NOWRANGPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN - : 1618 


MALE FEMALE TOTAL 
68285 0 68285 
68285 0 68285 
19128 0 19128 

0 0) 0 
19128 0 19128 
19128 28.01% of Total Electors) 
17530 
1598 8.35% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
S.TRIPATHY 9574 
K.B.SAHU 7956 


9.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 85 - KODINGA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68995 0 68995 
2. SERVICE 
3. TOTAL 68995 0 68995 
I. ELECTORS WHO VOTED 
1. GENERAL 16171 0 16171 
2. POSTAL 0 0 0 
3. TOTAL 16171 0 16171 
IV. VOTES 
1. POLLED 16171 23.44% of Total Electors) 
2. VALID 14505 
3. REJECTED 1666 10.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA J.NAIK 8139 
Runner up : INC S.DAS 4875 
MARGIN: 3264 22.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 86- DABUGAM (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69494 0 69494 
2. SERVICE 
3. TOTAL 69494 0 69494 
I. ELECTORS WHO VOTED 
1. GENERAL 21103 0 21103 
2. POSTAL 0 0 0 
3. TOTAL 21103 0 21103 
IV. VOTES 
1. POLLED 21103 30.37% of Total Electors) 
2. VALID 18507 
3. REJECTED 2596 12.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA D.MAJHI 10262 
Runner up : INC M.NAIK 8245 
MARGIN: 2017 10.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 87 - UMERKOTE (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SWA 


MARGIN -: 492 


MALE FEMALE TOTAL 
66173 0 66173 
66173 0 66173 
20573 0 20573 

0 0) 0 
20573 0 20573 
20573 31.09% of Total Electors) 
17904 
2669 12.97% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
R.MAJHI 9198 
L.MAJHI 8706 


2.75% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 88 - NAWAPARA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60832 0 60832 
2. SERVICE 
3. TOTAL 60832 0 60832 
I. ELECTORS WHO VOTED 
1. GENERAL 22567 0 22567 
2. POSTAL 0 0 0 
3. TOTAL 22567 0 22567 
IV. VOTES 
1. POLLED 22567 37.10% of Total Electors) 
2. VALID 20335 
3. REJECTED 2232 9.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC O.SING 10506 
Runner up : SWA G.MAJHI 9829 
MARGIN: 677 3.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 89 - KHARTIAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60766 0 60766 
2. SERVICE 
3. TOTAL 60766 0 60766 
I. ELECTORS WHO VOTED 
1. GENERAL 24320 0 24320 
2. POSTAL 0 0 0 
3. TOTAL 24320 0 24320 
IV. VOTES 
1. POLLED 24320 40.02% of Total Electors) 
2. VALID 21524 
3. REJECTED 2796 11.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC A.DEO 11390 
Runner up : SWA D.MAJHI 6047 
MARGIN: 5343 24.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 90 - DHARAMGARH (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN - : 11667 


MALE FEMALE TOTAL 
58791 0 58791 
58791 0 58791 
26876 0 26876 

0 0) 0 
26876 0 26876 
26876 45.71% of Total Electors) 
23471 
3405 12.67% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
L.D.MAJHI 16150 
JINAYAK 4483 


49.71% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 91- KOKSARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60836 0 60836 
2. SERVICE 
3. TOTAL 60836 0 60836 
I. ELECTORS WHO VOTED 
1. GENERAL 27729 0 27729 
2. POSTAL 0 0 0 
3. TOTAL 27729 0 27729 
IV. VOTES 
1. POLLED 27729 45.58% of Total Electors) 
2. VALID 24352 
3. REJECTED 3377 12.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA R.PRAHARAJ 18465 
Runner up : INC K.C.DEO 4961 
MARGIN: 13504 55.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 92 - JUNAGARH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 15247 


MALE FEMALE TOTAL 
64000 0 64000 
64000 0 64000 
29356 0 29356 

0 0) 0 
29356 0 29356 
29356 45.87% of Total Electors) 
26196 
3160 10.76% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
M.NAYAK 20310 
P.K.BEHERA 5063 


58.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 93 - BHAWANIPATNA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56168 0 56168 
2. SERVICE 
3. TOTAL 56168 0 56168 
I. ELECTORS WHO VOTED 
1. GENERAL 25502 0 25502 
2. POSTAL 0 0 0 
3. TOTAL 25502 0 25502 
IV. VOTES 
1. POLLED 25502 45.40% of Total Electors) 
2. VALID 22817 
3. REJECTED 2685 10.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA D.NAIK 18411 
Runner up : INC A.NAIK 3324 
MARGIN: 15087 66.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 94- NARLA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 7260 


MALE FEMALE TOTAL 
54220 0 54220 
54220 0 54220 
19666 0 19666 

0 0) 0 
19666 0 19666 
19666 36.27% of Total Electors) 
17414 
2252 11.45% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
A.MAJHI 11749 
J.MAJHI 4489 


41.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 95 - KESINGA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58603 0 58603 
2. SERVICE 
3. TOTAL 58603 0 58603 
I. ELECTORS WHO VOTED 
1. GENERAL 23763 0 23763 
2. POSTAL 0 0 0 
3. TOTAL 23763 0 23763 
IV. VOTES 
1. POLLED 23763 40.55% of Total Electors) 
2. VALID 21068 
3. REJECTED 2695 11.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA B.BHOI 10546 
Runner up : INC G.HOTA 5865 
MARGIN: 4681 22.22% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 96- UDAYAGIRI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76726 0 76726 
2. SERVICE 
3. TOTAL 76726 0 76726 
I. ELECTORS WHO VOTED 
1. GENERAL 16493 0 16493 
2. POSTAL 0 0 0 
3. TOTAL 16493 0 16493 
IV. VOTES 
1. POLLED 16493 21.50% of Total Electors) 
2. VALID 14993 
3. REJECTED 1500 9.09% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA G.PRADHAN 6446 
Runner up : INC D.PRADHAN 4502 
MARGIN: 1944 12.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 97-BALLIGUDA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 2255 
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MALE FEMALE TOTAL 
67900 0 67900 
67900 0 67900 
13166 0 13166 

0 0) 0) 
13166 0 13166 
13166 19.39% of Total Electors) 
11942 
1224 9.30% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
N.PRADHAN 6166 
S.PRADHAN 3911 


18.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 98 - PHULBANI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69610 0 69610 
2. SERVICE 
3. TOTAL 69610 0 69610 
I. ELECTORS WHO VOTED 
1. GENERAL 15438 0 15438 
2. POSTAL 0 0 0 
3. TOTAL 15438 0 15438 
IV. VOTES 
1. POLLED 15438 22.18% of Total Electors) 
2. VALID 14235 
3. REJECTED 1203 7.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA B.P.KOHOR 7152 
Runner up : INC D.KOHOR 3526 
MARGIN: 3626 25.47% of Total Valid Votes ) 


rptConstituencySummary - Page 98 of 140 
108 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 99 - BAUDH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : INC 


MARGIN -: 3140 
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MALE FEMALE TOTAL 
73928 0 73928 
73928 0 73928 
32856 0 32856 

0 0) 0 
32856 0 32856 
32856 44.44% of Total Electors) 
29413 
3443 10.48% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
H.S.PADHI 9978 
N.PADHAN 6838 


10.68% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 100 - SONEPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69398 0 69398 
2. SERVICE 
3. TOTAL 69398 0 69398 
I. ELECTORS WHO VOTED 
1. GENERAL 28013 0 28013 
2. POSTAL 0 0 0 
3. TOTAL 28013 0 28013 
IV. VOTES 
1. POLLED 28013 40.37% of Total Electors) 
2. VALID 25215 
3. REJECTED 2798 9.99% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA N.RAIGURU 12916 
Runner up : IND H.HOTA 3807 
MARGIN: 9109 36.13% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 101 - BINKA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 3829 


MALE FEMALE TOTAL 
77530 0 77530 
77530 0 77530 
32991 0 32991 

0 0) 0 
32991 0 32991 
32991 42.55% of Total Electors) 
29574 
3417 10.36% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
N.C.MISRA 12729 
R.PANDA 8900 


12.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 102 -TUSRA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68166 0 68166 
2. SERVICE 
3. TOTAL 68166 0 68166 
I. ELECTORS WHO VOTED 
1. GENERAL 27427 0 27427 
2. POSTAL 0 0 0 
3. TOTAL 27427 0 27427 
IV. VOTES 
1. POLLED 27427 40.24% of Total Electors) 
2. VALID 25049 
3. REJECTED 2378 8.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA R.MISRA 19001 
Runner up : INC S.PANIGRAHI 4728 
MARGIN: 14273 56.98% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 103 - BOLANGIR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61738 0 61738 
2. SERVICE 
3. TOTAL 61738 0 61738 
I. ELECTORS WHO VOTED 
1. GENERAL 31809 0 31809 
2. POSTAL 0 0 0 
3. TOTAL 31809 0 31809 
IV. VOTES 
1. POLLED 31809 51.52% of Total Electors) 
2. VALID 29258 
3. REJECTED 2551 8.02% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA M.R.N.S.DEO 21932 
Runner up : INC S.MISRA 6005 
MARGIN: 15927 54.44% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 104 - LOISINGHA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN - : 10249 


MALE FEMALE TOTAL 
61623 0 61623 
61623 0 61623 
32464 0 32464 

0 0) 0 
32464 0 32464 
32464 52.68% of Total Electors) 
29727 
2737 8.43% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
N.K.MISRA 19988 
R.P.MISRA 9739 


34.48% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 105 - PATNAGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63534 0 63534 
2. SERVICE 
3. TOTAL 63534 0 63534 
I. ELECTORS WHO VOTED 
1. GENERAL 34583 0 34583 
2. POSTAL 0 0 0 
3. TOTAL 34583 0 34583 
IV. VOTES 
1. POLLED 34583 54.43% of Total Electors) 
2. VALID 31798 
3. REJECTED 2785 8.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA A.SAHOO 24226 
Runner up : INC B.THAKUR 7572 
MARGIN: 16654 52.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 106 - SAINTALA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN - : 9122 


MALE FEMALE TOTAL 
63757 0 63757 
63757 0 63757 
31550 0 31550 

0 0) 0 
31550 0 31550 
31550 49.48% of Total Electors) 
29070 
2480 7.86% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
R.C.S.BHOI 19096 
D.BOHIDAR 9974 


31.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 107 - TITILAGARH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65565 0 65565 
2. SERVICE 
3. TOTAL 65565 0 65565 
I. ELECTORS WHO VOTED 
1. GENERAL 24907 0 24907 
2. POSTAL 0 0 0 
3. TOTAL 24907 0 24907 
IV. VOTES 
1. POLLED 24907 37.99% of Total Electors) 
2. VALID 22485 
3. REJECTED 2422 9.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA A.MAHANANDA 13905 
Runner up : INC T.JAL 7741 
MARGIN: 6164 27.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 108 - KANTABANJI (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 4423 


MALE FEMALE TOTAL 
56186 0 56186 
56186 0 56186 
21189 0 21189 

0) 0 
21189 0 21189 
21189 37.71% of Total Electors) 
19111 
2078 9.81% of Total Votes Polled) 
0 
0 
AVERAGE ELECTORS PER POLLING STATION : 

COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 

L.RAI 11767 

J.BHOA 7344 


23.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 109 - PADAMPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : SSP 


MARGIN -: 2824 


MALE FEMALE TOTAL 
76612 0 76612 
76612 0 76612 
21836 0 21836 

0 0) 0) 
21836 0 21836 
21836 28.50% of Total Electors) 
19243 
2593 11.87% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.B.S.BARIHA 8107 
D.PADHAN 5283 


14.68% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 110 - MELCHHAMUNDA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 5131 


MALE FEMALE TOTAL 
69066 0 69066 
69066 0 69066 
22689 0 22689 

0 0) 0 
22689 0 22689 
22689 32.85% of Total Electors) 
20846 
1843 8.12% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.K.SAHU 9513 
S.PADHI 4382 


24.61% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 111 - BIJEPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 78421 0 78421 
2. SERVICE 
3. TOTAL 78421 0 78421 
I. ELECTORS WHO VOTED 
1. GENERAL 29109 0 29109 
2. POSTAL 0 0 0 
3. TOTAL 29109 0 29109 
IV. VOTES 
1. POLLED 29109 37.12% of Total Electors) 
2. VALID 26609 
3. REJECTED 2500 8.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC M.NAG 9169 
Runner up : SSP K.DIP 7474 
MARGIN: 1695 6.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 112 - BHATLI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 79831 0 79831 
2. SERVICE 
3. TOTAL 79831 0 79831 
I. ELECTORS WHO VOTED 
1. GENERAL 31679 0 31679 
2. POSTAL 0 0 0 
3. TOTAL 31679 0 31679 
IV. VOTES 
1. POLLED 31679 39.68% of Total Electors) 
2. VALID 28895 
3. REJECTED 2784 8.79% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC S.PRADHAN 9580 
Runner up : CPI R.AGRAWALA 7070 
MARGIN: 2510 8.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 113 - BARGARH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : SSP 


MARGIN -: 2745 


MALE FEMALE TOTAL 
80554 0 80554 
80554 0 80554 
33860 0 33860 

0 0) 0 
33860 0 33860 
33860 42.03% of Total Electors) 
30442 
3418 10.09% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.C.HOTA 8729 
G.PADHAN 5984 


9.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 114 -SAMBALPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 84267 0 84267 
2. SERVICE 
3. TOTAL 84267 0 84267 
I. ELECTORS WHO VOTED 
1. GENERAL 36609 0 36609 
2. POSTAL 0 0 0 
3. TOTAL 36609 0 36609 
IV. VOTES 
1. POLLED 36609 43.44% of Total Electors) 
2. VALID 34062 
3. REJECTED 2547 6.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC B.BABU 11282 
Runner up : SWA B.P.MISHRA 8132 
MARGIN: 3150 9.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 115 - BRAJARAJNAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 64419 0 64419 
2. SERVICE 
3. TOTAL 64419 0 64419 
I. ELECTORS WHO VOTED 
1. GENERAL 30085 0 30085 
2. POSTAL 0 0 0 
3. TOTAL 30085 0 30085 
IV. VOTES 
1. POLLED 30085 46.70% of Total Electors) 
2. VALID 27799 
3. REJECTED 2286 7.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPI P.K.PANDA 12860 
Runner up : INC U.DIXIT 11674 
MARGIN: 1186 4.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 116 - JHARSUGUDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 71161 0 71161 
2. SERVICE 
3. TOTAL 71161 0 71161 
I. ELECTORS WHO VOTED 
1. GENERAL 32571 0 32571 
2. POSTAL 0 0 0 
3. TOTAL 32571 0 32571 
IV. VOTES 
1. POLLED 32571 45.77% of Total Electors) 
2. VALID 29891 
3. REJECTED 2680 8.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA M.MISRA 16010 
Runner up : INC B.K.PANI 12843 
MARGIN: 3167 10.60% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 117-LAIKERA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 8481 


MALE FEMALE TOTAL 
67926 0 67926 
67926 0 67926 
24976 0 24976 

0 0) 0 
24976 0 24976 
24976 36.77% of Total Electors) 
23007 
1969 7.88% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
L.R.SINGH 15744 
B.B.S.BARIHA 7263 


36.86% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 118 - KUCHINDA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 65310 0 65310 
2. SERVICE 
3. TOTAL 65310 0 65310 
I. ELECTORS WHO VOTED 
1. GENERAL 20118 0 20118 
2. POSTAL 0 0 0 
3. TOTAL 20118 0 20118 
IV. VOTES 
1. POLLED 20118 30.80% of Total Electors) 
2. VALID 18465 
3. REJECTED 1653 8.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA K.SINGHA 9848 
Runner up : INC S.KISAN 4934 
MARGIN: 4914 26.61% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 119 - RATRAKHOL (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 5070 


MALE FEMALE TOTAL 
69403 0 69403 
69403 0 69403 
18058 0 18058 

0 0) 0 
18058 0 18058 
18058 26.02% of Total Electors) 
16896 
1162 6.43% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.SUNA 10983 
B.C.JAIPURIA 5913 


30.01% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 120 - DEOGARH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : IND 


MARGIN - : 10735 


MALE FEMALE TOTAL 
68704 0 68704 
68704 0 68704 
29414 0 29414 

0 0) 0 
29414 0 29414 
29414 42.81% of Total Electors) 
26830 
2584 8.78% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
B.T.D.RAJA 16327 
P.PRADHAN 5592 


40.01% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 121 -SUNDARGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70552 0 70552 
2. SERVICE 
3. TOTAL 70552 0 70552 
I. ELECTORS WHO VOTED 
1. GENERAL 35232 0 35232 
2. POSTAL 0 0 0 
3. TOTAL 35232 0 35232 
IV. VOTES 
1. POLLED 35232 49.94% of Total Electors) 
2. VALID 31542 
3. REJECTED 3690 10.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA H.PATEL 17730 
Runner up : INC D.S.DEO 7160 
MARGIN: 10570 33.51% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 122 -TALSARA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70168 0 70168 
2. SERVICE 
3. TOTAL 70168 0 70168 
I. ELECTORS WHO VOTED 
1. GENERAL 35002 0 35002 
2. POSTAL 0 0 0 
3. TOTAL 35002 0 35002 
IV. VOTES 
1. POLLED 35002 49.88% of Total Electors) 
2. VALID 31351 
3. REJECTED 3651 10.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA G.PRADHAN 18839 
Runner up : INC M.KUJUR 9858 
MARGIN: 8981 28.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 123 - RAJGANGPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 2044 


MALE FEMALE TOTAL 
62146 0 62146 
62146 0 62146 
29364 0 29364 

0 0) 0 
29364 0 29364 
29364 47.25% of Total Electors) 
26589 
2775 9.45% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
P.BHAGAT 8457 
R.AMAT 6413 


7.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 124- BISRA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58075 0 58075 
2. SERVICE 
3. TOTAL 58075 0 58075 
I. ELECTORS WHO VOTED 
1. GENERAL 28539 0 28539 
2. POSTAL 0 0 0 
3. TOTAL 28539 0 28539 
IV. VOTES 
1. POLLED 28539 49.14% of Total Electors) 
2. VALID 25677 
3. REJECTED 2862 10.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA K.C.NAYAK 9672 
Runner up : INC M.BAGE 5352 
MARGIN: 4320 16.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 125 - ROURKELA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 86254 0 86254 
2. SERVICE 
3. TOTAL 86254 0 86254 
I. ELECTORS WHO VOTED 
1. GENERAL 41587 0 41587 
2. POSTAL 0 0 0 
3. TOTAL 41587 0 41587 
IV. VOTES 
1. POLLED 41587 48.21% of Total Electors) 
2. VALID 39263 
3. REJECTED 2324 5.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: PSP R.SAMANTRAI 12092 
Runner up : INC K.K.DEODEBE 9388 
MARGIN: 2704 6.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 126 - BONAI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63617 0 63617 
2. SERVICE 
3. TOTAL 63617 0 63617 
I. ELECTORS WHO VOTED 
1. GENERAL 21541 0 21541 
2. POSTAL 0 0 0 
3. TOTAL 21541 0 21541 
IV. VOTES 
1. POLLED 21541 33.86% of Total Electors) 
2. VALID 19663 
3. REJECTED 1878 8.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA H.P.MAHAPATRA 8702 
Runner up : INC B.K.S.DANDAPAT 6760 
MARGIN: 1942 9.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 127 - CHAMPUA (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN - : 1325 


MALE FEMALE TOTAL 
56347 0 56347 
56347 0 56347 
14766 0 14766 

0 0) 0 
14766 0 14766 
14766 26.21% of Total Electors) 
13439 
1327 8.99% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
K.NAIK 6965 
S.ORAON 5640 


9.86% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 128 - PATNA (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 63174 0 63174 
2. SERVICE 
3. TOTAL 63174 0 63174 
I. ELECTORS WHO VOTED 
1. GENERAL 17019 0 17019 
2. POSTAL 0 0 0 
3. TOTAL 17019 0 17019 
IV. VOTES 
1. POLLED 17019 26.94% of Total Electors) 
2. VALID 15512 
3. REJECTED 1507 8.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA R.MUNDA 7921 
Runner up : INC P.NAIK 3397 
MARGIN: 4524 29.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 129 - KEONJHAR (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59341 0 59341 
2. SERVICE 
3. TOTAL 59341 0 59341 
I. ELECTORS WHO VOTED 
1. GENERAL 13637 0 13637 
2. POSTAL 0 0 0 
3. TOTAL 13637 0 13637 
IV. VOTES 
1. POLLED 13637 22.98% of Total Electors) 
2. VALID 12715 
3. REJECTED 922 6.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA G.MUNDA 8174 
Runner up : INC H.SOREN 3227 
MARGIN: 4947 38.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 130 - TELKOI (ST) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57225 0 57225 
2. SERVICE 
3. TOTAL 57225 0 57225 
I. ELECTORS WHO VOTED 
1. GENERAL 10617 0 10617 
2. POSTAL 0 0 0 
3. TOTAL 10617 0 10617 
IV. VOTES 
1. POLLED 10617 18.55% of Total Electors) 
2. VALID 9835 
3. REJECTED 782 7.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA B.MOHAPATRA 5279 
Runner up : INC B.GIRI 3834 
MARGIN: 1445 14.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 131 - RAMCHANDRAPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : IND 


MARGIN - : 1281 


MALE FEMALE TOTAL 
61360 0 61360 
61360 0 61360 
18740 0 18740 

0 0) 0 
18740 0 18740 
18740 30.54% of Total Electors) 
17437 
1303 6.95% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
R.MISHRA 5624 
M.KUANR 4343 


7.35% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 132 - ANAND PUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62361 0 62361 
2. SERVICE 
3. TOTAL 62361 0 62361 
I. ELECTORS WHO VOTED 
1. GENERAL 21519 0 21519 
2. POSTAL 0 0 0 
3. TOTAL 21519 0 21519 
IV. VOTES 
1. POLLED 21519 34.51% of Total Electors) 
2. VALID 19817 
3. REJECTED 1702 7.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC B.JENA 8338 
Runner up : SWA B.JENA 6284 
MARGIN: 2054 10.36% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 133 - PAL LAHARA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70554 0 70554 
2. SERVICE 
3. TOTAL 70554 0 70554 
I. ELECTORS WHO VOTED 
1. GENERAL 32215 0 32215 
2. POSTAL 0 0 0 
3. TOTAL 32215 0 32215 
IV. VOTES 
1. POLLED 32215 45.66% of Total Electors) 
2. VALID 28648 
3. REJECTED 3567 11.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC P.PRADHAN 20508 
Runner up : IND N.SAHA 4187 
MARGIN: 16321 56.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 134 - KAMAKHYA NAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 76868 0 76868 
2. SERVICE 
3. TOTAL 76868 0 76868 
I. ELECTORS WHO VOTED 
1. GENERAL 34007 0 34007 
2. POSTAL 0 0 0 
3. TOTAL 34007 0 34007 
IV. VOTES 
1. POLLED 34007 44.24% of Total Electors) 
2. VALID 31455 
3. REJECTED 2552 7.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA B.TRIPATHY 20650 
Runner up : INC D.NAYAK 8097 
MARGIN: 12553 39.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 135 - GONDIA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SWA 
Runner up : INC 


MARGIN -: 12068 
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MALE FEMALE TOTAL 
68609 0 68609 
68609 0 68609 
31880 0 31880 

0 0) 0 
31880 0 31880 
31880 46.47% of Total Electors) 
29323 
2557 8.02% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
H.MISRA 17185 
M.TAYAB 5117 


41.16% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 136 - DHENKANAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 75551 0 75551 
2. SERVICE 
3. TOTAL 75551 0 75551 
I. ELECTORS WHO VOTED 
1. GENERAL 32007 0 32007 
2. POSTAL 0 0 0 
3. TOTAL 32007 0 32007 
IV. VOTES 
1. POLLED 32007 42.36% of Total Electors) 
2. VALID 29793 
3. REJECTED 2214 6.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA R.P.P.DEV 15892 
Runner up : IND S.MISRA 4320 
MARGIN: 11572 38.84% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 137 - TALCHER (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : JAC 
Runner up : SWA 


MARGIN - : 15818 
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MALE FEMALE TOTAL 
66620 0 66620 
66620 0 66620 
37416 0 37416 

0 0) 0 
37416 0 37416 
37416 56.16% of Total Electors) 
32828 
4588 12.26% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
K.C.BEHERA 21420 
G.C.NAIK 5602 


48.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 138 - CHHENDIPADA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 69493 0 69493 
2. SERVICE 
3. TOTAL 69493 0 69493 
I. ELECTORS WHO VOTED 
1. GENERAL 28331 0 28331 
2. POSTAL 0 0 0 
3. TOTAL 28331 0 28331 
IV. VOTES 
1. POLLED 28331 40.77% of Total Electors) 
2. VALID 25908 
3. REJECTED 2423 8.55% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC N.NAYAK 10631 
Runner up : INC P.NAYAK 7151 
MARGIN: 3480 13.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 139 - ANGUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 67558 0 67558 
2. SERVICE 
3. TOTAL 67558 0 67558 
I. ELECTORS WHO VOTED 
1. GENERAL 22495 0 22495 
2. POSTAL 0 0 0 
3. TOTAL 22495 0 22495 
IV. VOTES 
1. POLLED 22495 33.30% of Total Electors) 
2. VALID 20911 
3. REJECTED 1584 7.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JAC K.C.SINGH 8067 
Runner up : INC H.TRIPATHY 5392 
MARGIN: 2675 12.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Orrisa 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 140 - ATHMALLIK 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : SSP 
Runner up : INC 


MARGIN - : 1117 


MALE FEMALE TOTAL 
69927 0 69927 
69927 0 69927 
25325 0 25325 

0 0) 0 
25325 0 25325 
25325 36.22% of Total Electors) 
22930 
2395 9.46% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
S.PRADHAN 8164 
H.PRADHAN 7047 


4.87% of Total Valid Votes ) 
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Election Commission of India - State Election, 1967 to the Legislative Assembly of Orrisa 


DETAILED RESULTS 


No. CANDIDATE SEX PARTY VOTES % 


Constituency 1 KARANJIA (ST) 


1. P.K.DAS M SWA 10020 61.90% 
2. K.NATH M_ INC 2692 16.63% 
3. S.C.SUNDHI M_ JAC 2217 13.70% 
4. RJERAI M_ IND 1259 7.18% 


ELECTORS : IELECTORS: 56296 __| [VOTERS : 18032 _ | 18032 POLL PERCENTAGE : 32.03% VALID VOTES 16188 


Constituency 2 JASHIPUR (ST) 


1. D.C.NAYAK M SWA 8032 50.29% 
2. P.C.NAIK M_ IND 3145 19.69% 
3. M.TRIYA M_ INC 2211 13.84% 
4. B.,BHADRA M IND 1113 6.97% 
5. L.LBANRA M_ IND 911 5.70% 
6. KHEMBRAM M_ IND 560 3.51% 


IELECTORS: 62354 __| 62354 [VOTERS : 17668 __| 17668 [POLL PERCENTAGE : 28.33% | PERCENTAGE 28.33% VALID VOTES | VALID VOTES 15972. 


Constituency 3 RAIRANGPUR (ST) 


1. K.C.MAJHI M SWA 14974 52.54% 
2. C.SINHA M_— INC 7128 25.01% 
3. S MURMU M IND 4452 15.62% 
4. GMURMU M_ IND 1945 6.82% 


IELECTORS: _70141_| 70141 [VOTERS : 31056 __| 31056 IPOLL PERCENTAGE : 44.28% | PERCENTAGE 44.28% VALID VOTES | VALID VOTES _28499 | 


Constituency 4 BAHALDA (ST) 


1. S.SOREN M_~ JAC 10947 52.74% 
2. S.HEMRAM MIND 4936 23.78% 
3. R.C.MAHIJI INC 4872 23.47% 


IELECTORS: 64201 _| 64201 [VOTERS : 23554 __ | 23554 POLL PERCENTAGE 36. [POLL PERCENTAGE : 36.69% | VALID | VALID VOTES _20755 | 20755 


Constituency 5 BANGRIPOSI (ST) 


1. RNAYAK M SWA 7608 47.57% 
2. P.K.DAS M_ INC 4530 28.33% 
3. M.MAJHI M_ IND 1186 7.42% 
4. GMAJHI M_ IND 1180 7.38% 
5. S MARANDI M _ IND 980 6.13% 
6. GNAYAK M_ IND 508 3.18% 


IELECTORS: _64635_| 64635 VOTERS : [VOTERS : 17911 __ | 11 [POLL PERCENTAGE : 27.71% | PERCENTAGE 27.71% VALID VOTES 1 | VALID VOTES 15992 | 


Constituency 6 BARIPADA 


1. S.K.SAHU M_ INC 9990 32.47% 
2. A.K.DASH M_~ JAC 8239 26.78% 
3. H MOHANTY M _~ PSP 4849 15.76% 
4. H.DAS M_~ CPI 2434 7.91% 
5. L.N.C.B.DEO M SWA 2289 7.44% 
6. B.P.GUPTA M IND 1673 5.44% 
7. S.DAS M_ IND 1289 4.19% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 74224 VOTERS : 33658 POLL PERCENTAGE : 45.35% | | VALID VOTES 30763 
Constituency 7 MURUDA (ST) 


1. S.SAREN M _— PSP 6756 29.90% 
2. NHEMBRAM M_ INC 6537 28.93% 
3. K.MAJHI M SWA 6290 27.84% 
4. R.MAJHI M IND 1744 7.12% 
5. G.MAJHI M IND 1267 5.61% 


ELECTORS : IELECTORS: 65409 __| [VOTERS : 24814 __ | 24814 POLL PERCENTAGE 37. [POLL PERCENTAGE : 37.94% | VALID VOTES | VALID VOTES 22594 | 


Constituency 8 BAISINGA 


1. P.K.DASH M _ PSP 20388 66.21% 
2. M.MISRA M INC 9248 30.03% 
3. P.DAS IND 1156 3.75% 


IELECTORS: 60873 _| 60873 [VOTERS : 33019 | 33019 [POLL PERCENTAGE : 54.24% | PERCENTAGE 54.24% VALID VOTES | VALID VOTES 30792 | 


Constituency 9 KHUNTA (ST) 


1. HHASDA M_ PSP 6166 27.71% 
2. G.IN.SAREN M_ INC 5680 25.52% 
3. S.C.SAREN M SWA 4765 21.41% 
4. R.SINHA M_ IND 2241 10.07% 
5. RBESHRA M_ IND 1378 6.19% 
6. M.C.NAIK M IND 1175 5.28% 
7. S.SING M_ IND 849 3.82% 


ELECTORS : IELECTORS: 66059 _| [VOTERS : 24834 __| 24834 POLL PERCENTAGE 37. [POLL PERCENTAGE : 37.59% | VALID | VALID VOTES 22254 | 22254 


Constituency 10 UDALA (ST) 


1. M.TUDU M_~ JAC 6970 43.78% 
2. JMAJHI M INC 3907 24.54% 
3. R.MMADHEI M IND 2578 16.19% 
4. 1.C.MAJHI M _— PSP 2467 15.49% 


ELECTORS : IELECTORS: _ 56631 _| 1 [VOTERS : 17538 _| 17538 [POLL PERCENTAGE : 30.97% | PERCENTAGE 30.97% VALID VOTES 1 | VALID VOTES 15922 | 


Constituency 11 BHOGRAI 


1. P.M.DAS M_ PSP 21598 51.39% 
2. D.S.DAS M INC 15105 35.94% 
3. G.K.MOHNTY M_ IND 4695 11.17% 
4. S.PARIDA M SWA 626 1.49% 


IELECTORS: 72845 _| 72845 [VOTERS : 44218 | 44218 [POLL PERCENTAGE : 60.70% | PERCENTAGE 60.70% VALID | VALID VOTES 42024 | 42024 


Constituency 12 JALESWAR 
1. P.K.PAUL M _~ PSP 24080 67.02% 
. J.CJENA INC 11852 32.98% 


ELECTORS : IELECTORS: 68988 __| [VOTERS : 38162 __| 38162 [POLL PERCENTAGE : 55.32% | PERCENTAGE 55.32% VALID VOTES | VALID VOTES 35932 | 


Constituency 13 BASTA 


1. CJENA M INC 18378 50.37% 
2. M.BAUG M _~ PSP 13313 36.49% 
3. MMMAHANTY M~ JAC 3316 9.09% 
4. G.C.MAHANTY M SWA 1481 4.06% 


ELECTORS : IELECTORS: 64819 _| VOTERS : [VOTERS : 38266 __| POLL PERCENTAGE : 59.04% VALID VOTES 36488 
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No. CANDIDATE SEX PARTY VOTES % 


Constituency 14 BALASORE 


1. R.M.DAS M _~ PSP 20447 60.58% 
2. S.S.MMOHAPATRA M_ INC 9384 27.80% 
. K.C.ROUT SWA 3919 11.61% 


IELECTORS: 62500 _| 62500 [VOTERS : 35451 __| 35451 [POLL PERCENTAGE : 56.72% | PERCENTAGE 56.72% VALID | VALID VOTES 33750 | 33750 


Constituency 15 NILGIRI 


1. B.DAS M CPM 18438 46.89% 
2. R.C.M.LHARICHAADAN M INC 11917 30.30% 
3. JPAUIPANIGRAHI SWA 8969 22.81% 


ELECTORS : IELECTORS: 72924 __| [VOTERS : 42043 | 42043 [POLL PERCENTAGE : 57.65% | PERCENTAGE 57.65% VALID VOTES | VALID VOTES 39324 | 


Constituency 16 SORO 


1. HMOHAPATRA M SWA 15931 45.95% 
2. J.D.MOHAPATRA M INC 10251 29.57% 
3. G.P.DAS M~ CPI 7433 21.44% 
4. L.N.NAYAK M _~ PSP 1053 3.04% 


IELECTORS: 75145 __ | 75145 [VOTERS : 36563 | 36563 [POLL PERCENTAGE : 48.66% | PERCENTAGE 48.66% VALID | VALID VOTES 34668 | 34668 


Constituency 17 SIMULIA (SC) 


1. U.C.JENA M _~ PSP 19585 53.80% 
2. K.C.SETHI M SWA 13798 37.90% 
3. B.DAS M_ INC 3023 8.30% 


ELECTORS : 81092 VOTERS : 38433 POLL PERCENTAGE : 47.39% VALID VOTES 36406 


Constituency 18 BHADRAK 


1. NMOHAPATRA M_~ JAC 26680 72.24% 
2. RMOHANTY M INC 5826 15.78% 
3. S.K.B.MAHAMMED M _ IND 2527 6.84% 
4. K.DAS M SWA 1898 5.14% 


ELECTORS : 73085 VOTERS : 38924 POLL PERCENTAGE : 53.26% VALID VOTES 36931 


Constituency 19 DHAMNAGAR 


1. S.DEI F JAC 40397 77.30% 
2. H.MALLICK M INC 8172 15.64% 
3. B.MISRA M_ IND 2428 4.65% 
4. N.NAIK M_ IND 1263 2.42% 


IELECTORS: _88425__| 88425 [VOTERS : 54719 _ | 54719 [POLL PERCENTAGE : 61.88% | PERCENTAGE 61.88% VALID | VALID VOTES 52260 | 52260 


Constituency 20 CHANDBALI (SC) 


1. M.DAS M_~ JAC 24467 58.58% 
2. B.C.JENA M_ INC 7276 17.42% 
3. G.SETHI M~ CPI 5137 12.30% 
4. NGGOCHHAYAT M SWA 3543 8.48% 
5. G.DAS M IND 1346 3.22% 


ELECTORS : IELECTORS: 74695 _| VOTERS : [VOTERS : 44895 | [POLL PERCENTAGE : 60.10% | PERCENTAGE 60.10% VALID VOTES | VALID VOTES. 41769 | 


Constituency 21 BASUDEBPUR 
1. H.MAHATAB M_ JAC 36309 69.73% 
2. N.ROUTROY INC 15765 30.27% 


ELECTORS : 821 IELECTORS: 82191 _| [VOTERS : _54647_| 54647 POLL PERCENTAGE 66. [POLL PERCENTAGE : 66.49% | VALID | VALID VOTES. 52074 | 52074 
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No. CANDIDATE SEX PARTY VOTES % 


Constituency 22 SUKINDA 


1. A.M.DEBI F JAC 13005 47.01% 
2. N.C.PATI M_ INC 4275 15.45% 
3. P.BAL M IND 2774 10.03% 
4. S.DEO M_ IND 2599 9.40% 
5. N.BEHURAY MIND 2243 8.11% 
6. A.KK.JENA M IND 1732 6.26% 
7. B.SINGH M_ IND 1035 3.74% 


ELECTORS: 66226 VOTERS : 30371 POLL PERCENTAGE : 45.86% | | VALID VOTES 27663 
Constituency 23 DHARAMSALA 


1. P-MOHANTY M__ PSP 14798 38.26% 
2. C.NAYAK M INC 6771 17.51% 
3. B.B.C.D.NARENDRA M_ IND 5868 15.17% 
4. J.BPATTANAYAK M_~ JAC 5826 15.06% 
5. R.N.DAS M IND 3075 7.95% 
6. NMMOHANTY M_ IND 1001 2.59% 
7. P.PAL M_ IND 878 2.27% 
8. A.K.PATTANAYAK M_ IND 459 1.19% 


IELECTORS: 76266 _| 76266 [VOTERS : 42085 __| 42085 IPOLL PERCENTAGE : 55.18% | PERCENTAGE 55.18% VALID | VALID VOTES _ 38676 | 38676 


Constituency 24 BARCHANA 


1. J.DAS M _~ PSP 19636 43.83% 
2. M.SAMAL M_ INC 15045 33.58% 
3. DJENA M~ CPI 8159 18.21% 
4. G.C.TIKAYAT M SWA 1961 4.38% 


ELECTORS : 76865 VOTERS : 47417 POLL PERCENTAGE : 61.69% VALID VOTES 44801 


Constituency 25 BINIJHARPUR (SC) 
1. B.C.MULLICK M PSP 25030 65.41% 
2. N.MULLICK INC 13237 34.59% 


IELECTORS: 77077 _| 71077 [VOTERS : 41064 _| 41064 [POLL PERCENTAGE : 53.28% | PERCENTAGE 53.28% VALID | VALID VOTES (38267 | 38267 


Constituency 26 JAJPUR WEST 


1. P.C.GHADEI M_~ JAC 14008 41.60% 
2. B.N.S.N.MOHPETRA M IND 10769 31.98% 
3. G.DUTTA M INC 6502 19.31% 
4. B.B.MOHANTY M IND 2050 6.09% 
5. S.MISHRA F IND 345 1.02% 


ELECTORS : IELECTORS: 75914 __| VOTERS : [VOTERS : 35897 _| POLL PERCENTAGE : 47.29% VALID VOTES 33674 


Constituency 27 JAJPUR EAST (SC) 
1. S.K.DAS M JAC 21293 65.21% 
2. J.MALLIK INC 11362 34.79% 


IELECTORS: 77212 __| 77212 [VOTERS : 35016 __| 35016 [POLL PERCENTAGE : 45.35% | PERCENTAGE 45.35% VALID | VALID VOTES 32655 | 32655 


Constituency 28 AUL 


1. D.N.'SARMA M_ INC 15049 35.74% 
2. J.MISRA M IND 14630 34.74% 
3. R.S.B.DEO M_ IND 12433 29.52% 


ELECTORS : 73890 VOTERS : 44921 POLL PERCENTAGE : 60.79% VALID VOTES 42112 
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No. CANDIDATE SEX PARTY VOTES % 


Constituency 29 PATAMUNDAI (SC) 


1. B.MALIK M _~ PSP 26924 57.90% 
2. P.MALIK M_ INC 18805 40.44% 
3. T.K.MALIK IND 775, 1.67% 


IELECTORS: _ 80302 _| 80302 VOTERS : [VOTERS : 48791 _| [POLL PERCENTAGE : 60.76% | PERCENTAGE 60.76% VALID | VALID VOTES 46504 | 46504 


Constituency 30 RAJNAGAR 


1. R.S.N.B.DEO M IND 18739 41.86% 
2. D.C.ROUT M _~ PSP 9985 22.30% 
3. B.MISRA M IND 5685 12.70% 
4. B.P.BAHALIA M_ IND 5491 12.26% 
5. L.MISRA M_ INC 4368 9.76% 
6. D.PANDA M IND 503 1.12% 


IELECTORS: _76820__| 76820 [VOTERS : 48021 __| 48021 POLL PERCENTAGE : 62.51% VALID VOTES 44771 


Constituency 31 KENDRAPARA 


1. SK.KAWUGO F PSP 32735 64.67% 
2. D.SAHU M_ INC 15563 30.75% 
3. B.MALIK IND 2321 4.59% 


ELECTORS : IELECTORS: 82069 __| [VOTERS : 53412 | 53412 [POLL PERCENTAGE : 65.08% | PERCENTAGE 65.08% VALID VOTES 5061 | VALID VOTES 50619 | 


Constituency 32 PATKURA 


1. C.SATAPATHI M _~ PSP 31712 60.73% 
2. B.PATNAIK M_ INC 16690 31.96% 
3. D.MALIK M_ IND 3391 6.49% 
4. S.A.KKAYUM M IND 428 0.82% 


IELECTORS: 86754 _| 86754 [VOTERS : 55334 | 55334 [POLL PERCENTAGE : 63.78% | PERCENTAGE 63.78% VALID | VALID VOTES 52221 | 52221 


Constituency 33 TIRTOL 


1. N.KHUNTIA M _~ PSP 26379 58.89% 
2. P.C.MOHANTY M_ INC 17980 40.14% 
3. L.IRAHEMAN IND 433 0.97% 


IELECTORS: 73578 __| 73578 [VOTERS : 46815 _| 46815 IPOLL PERCENTAGE : 63.63% | PERCENTAGE 63.63% VALID VOTES | VALID VOTES _44792 | 


Constituency 34 ERSAMA 


1. LCHOWDHURY M~ CPI 21909 44.20% 
2. RJEMA F INC 18041 36.39% 
3. GNAYAK M~ JAC 8628 17.40% 
4. SSADANGI M~ BJS 994 2.01% 


ELECTORS : IELECTORS: 79815 _| 15 [VOTERS : 52606 __| 52606 POLL PERCENTAGE : 65.91% VALID VOTES 49572 


Constituency 35 BALIKUDA 


1. BMOHANTY M _~ PSP 20401 50.22% 
2. N.MOHANTY M INC 11271 27.74% 
3. RMOHAPATRA M SWA 7924 19.51% 
4. R.SAHIR M_ IND 1028 2.53% 


ELECTORS : 851 IELECTORS: 85191 _| 1 VOTERS : [VOTERS : 42905 __| [POLL PERCENTAGE : 50.36% | PERCENTAGE 50.36% VALID | VALID VOTES 40624 | 40624 


Constituency 36 JAGATSINGHPUR (SC) 
1. K.C.MALLIU M PSP 22320 59.76% 
2. H.MALLIU M_ INC 8238 22.06% 
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No. CANDIDATE SEX PARTY VOTES % 
3. S.DAS SWA 6792 18.18% 
IELECTORS: 84582 __| 84582 VOTERS : [VOTERS : 39513 __ | 13 [POLL PERCENTAGE : 46.72% | PERCENTAGE 46.72% VALID | VALID VOTES (37350 | 37350 


Constituency 37 GOBINDPUR 


1. M.KKANUNGO M_~ JAC 14398 43.53% 
2. T.KAMARINGO M_ INC 7242 21.90% 
3. D.LENKA M _~ PSP 6451 19.51% 
4. N.K.MOHANTY M SWA 2908 8.79% 
5. T.KHUNTIA MIND 1784 5.39% 
6. MJENA M_ IND 290 0.88% 


IELECTORS: 72338 __| 72338 [VOTERS : 35739 _| 35739 POLL PERCENTAGE [POLL PERCENTAGE : 49.41% | 41% VALID | VALID VOTES 33073 | 33073 


Constituency 38 SALEPUR 


1. S. PATTANIAK M~ JAC 24363 61.04% 
2. R.K.BOSE M_ INC 12534 31.40% 
3. BBHUYAN IND 3019 7.56% 


IELECTORS: 82420 __| 82420 VOTERS : [VOTERS : 42839 _ | POLL PERCENTAGE 51. [POLL PERCENTAGE : 51.98% | VALID VOTES | VALID VOTES 39916 | 


Constituency 39 MAHANGA 


1. B.ROY M _~ PSP 27943 64.88% 
2. S.KAR M INC 13734 31.89% 
3. SSSAMAL SWA 1392 3.23% 


ELECTORS : IELECTORS: _ 80419 _| [VOTERS : _45335__| 45335 [POLL PERCENTAGE : 56.37% | PERCENTAGE 56.37% VALID VOTES | VALID VOTES 43069 | 


Constituency 40 CHAUDWAR 


1. A,BEHEVA M_ PSP 16706 40.65% 
2. B.DUTTA F INC 11398 27.73% 
3. S.SAHU M_ IND 4275 10.40% 
4. B.K.DEBI F JAC 1869 4.55% 
5. D.BISWAL M_ IND 1868 4.54% 
6. J.BBOSE M IND 1540 3.75% 
7. P.SAMAL M_ IND 1492 3.63% 
8. D.DAS M IND 1036 2.52% 
9. G.B.ACHARYA M_ IND 917 2.23% 


IELECTORS: 83370 __| 83370 VOTERS : 43 [VOTERS : 43925 | POLL PERCENTAGE 52. [POLL PERCENTAGE : 52.69% | VALID | VALID VOTES 41101 | 41101 


Constituency 41 CUTTACK CITY 


1. B.MITRA M_ INC 15525 41.42% 
2. S.SAHA M_ IND 10602 28.28% 
3. S. PANDA M _~ PSP 9061 24.17% 
4. R.N.MAHAPATRA M_ IND 1071 2.86% 
5. S.GHOSE M~ BJS 655 1.75% 
6. R.RAOUT M IND 569 1.52% 


IELECTORS: 72033 __| 72033 VOTERS : [VOTERS : 39080 _| [POLL PERCENTAGE : 54.25% | PERCENTAGE 54.25% VALID | VALID VOTES (37483 | 37483 


Constituency 42 CUTTACK SADAR (SC) 


1. S.GENA M_~ JAC 13188 40.77% 
2. L.MALIK M INC 11980 37.03% 
3. P.SETHI CPI 7182 22.20% 


IELECTORS: _79118 _| 79118 [VOTERS : 34808 _| 34808 [POLL PERCENTAGE : 44.00% | PERCENTAGE 44.00% VALID | VALID VOTES 32350 32350 
Constituency 43 BANKI 
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No. CANDIDATE SEX PARTY VOTES % 


1. J.C.RAUT M IND 18407 47.77% 
2. C.BANARJEE F INC 13825 35.88% 
3. GSAHU M _~ PSP 6299 16.35% 


ELECTORS : 70789 VOTERS : 40951 POLL PERCENTAGE : 57.85% VALID VOTES 38531 
Constituency 44 ATHGARH 


1. P.PRADHAN M_~ JAC 10063 31.01% 
2. R.DEVI F SWA 9322 28.72% 
3. J.MISRA M_ INC 6175 19.03% 
4. ADASH M_ IND 3073 9.47% 
5. B.PATTANAIK M~ CPI 2780 8.57% 
6. A.MISRA M_ IND 1043 3.21% 


ELECTORS : 63224 VOTERS : 34802 POLL PERCENTAGE : 55.05% VALID VOTES 32456 
Constituency 45 BARAMBA 


1. P.PATTANAIK M_ JAC 16018 40.29% 
2. BINAYAK M_ INC 10833 27.25% 
3. K.C.B.M.MAHAPATRA M SWA 7506 18.88% 
4. AJENA M_ IND 1937 4.87% 
5. GDASH M IND 1237 3.11% 
6. P.C.SWAIM M_~ CPI 1121 2.82% 
7. B.PANDA M~ BJS 1109 2.79% 


IELECTORS: 78146 __| 78146 [VOTERS : 42601 _| 42601 [POLL PERCENTAGE : 54.51% | PERCENTAGE 54.51% VALID VOTES | VALID VOTES 39761 | 


Constituency 46 BHUBANESWAR 
1. H.MAHTAB M_ JAC 32069 70.90% 
2. S.MOHANTY INC 13162 29.10% 


IELECTORS: 83244 __| 83244 [VOTERS : 47036 _| 47036 [POLL PERCENTAGE : 56.50% | PERCENTAGE 56.50% VALID | VALID VOTES. 45231 | 45231 


Constituency 47 BALIPATNA (SC) 


1. H.BHOI M_~ JAC 8752 35.48% 
2. S.BHOI M SWA 6912 28.02% 
3. G.BHOI M_ INC 5635 22.85% 
4. K.C.MALLIK M_ IND 3367 13.65% 


ELECTORS : IELECTORS: 75935 _| [VOTERS : 26605 | 26605 [POLL PERCENTAGE : 35.04% | PERCENTAGE 35.04% VALID | VALID VOTES 24666 | 24666 


Constituency 48 PIPLI 


1. B.PATTANIAK M_~ JAC 17497 53.87% 
2. R.C.PATTANIAK M_ INC 7043 21.69% 
3. GJENA M IND 6240 19.21% 
4. B.M.PATTANAIK M IND 1698 5.23% 


IELECTORS: 75030 __| 75030 [VOTERS : 34806 _| 34806 POLL PERCENTAGE : 46.39% VALID VOTES 32478 


Constituency 49 NIMAPARA (SC) 


1. N.SITHA M_~ JAC 13895 37.85% 
2. G.C.SETHI M INC 12857 35.02% 
3. B.DAS CPI 9961 27.13% 


ELECTORS : IELECTORS: 75495 _| VOTERS : [VOTERS : 39516 __| 16 [POLL PERCENTAGE : 52.34% | PERCENTAGE 52.34% VALID | VALID VOTES 36713 | 36713 


Constituency 50 KAKATPUR 
1. G.K.SWAIN M CPI 17246 40.63% 
2. PSAMANTASINHAR M INC 14184 33.41% 
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No. CANDIDATE SEX PARTY VOTES % 


3. U MOHANTY M_~ JAC 9629 22.68% 
4. M.MISRA M IND 1391 3.28% 


ELECTORS: 75055 VOTERS : 45028 POLL PERCENTAGE : 59.99% | | VALID VOTES 42450 
Constituency 51 SATYABADI 


1. GMOHAPTRA M_ INC 21580 55.47% 
2. A.DAS M IND 14326 36.82% 
3. G.C.MISRA MIND 2028 5.21% 
4. L.PANI M IND 970 2.49% 


ELECTORS : 76137 VOTERS : 41277 POLL PERCENTAGE : 54.21% VALID VOTES 38904 
Constituency 52 PURI 


1. H.BAHINIPATI M _~ PSP 22238 61.22% 
2. A.DAS M_~ JAC 6497 17.89% 
3. B.PRATIHARI M_ INC 5679 15.63% 
4. C.MISHRA M~ BJS 1909 5.26% 


ELECTORS: 73851 VOTERS : 39036 POLL PERCENTAGE : 52.86% | | VALID VOTES 36323 
Constituency 53 BRAHMAGIRI 


1. BMOHANTY M_ INC 9014 31.28% 
2. G.PATRA M IND 6052 21.00% 
3. S.PANIGRAHI M CPM 4847 16.82% 
4. R.R.DEV M SWA 3714 12.89% 
5. S MAHAPATRA M IND 2805 9.74% 
6. B.PARIDA M_~ JAC 2381 8.26% 


ELECTORS : 69078 VOTERS : 30685 POLL PERCENTAGE : 44.42% VALID VOTES 28813 


Constituency 54 BANPUR 


1. R.MISHRA M_ INC 11178 33.69% 
2. R.PRAHARAJ M_ IND 10480 31.59% 
3. L.BISWAL M IND 3556 10.72% 
4. BMAHARANA M CPM 2526 7.61% 
5. B.C.PATTAJOSI M SWA 2259 6.81% 
6. L.INDRAJIT M~ CPI 2083 6.28% 
7. R.PRADHAN M_ IND 785, 2.37% 
8. S.PAIKARAY M IND 311 0.94% 


ELECTORS : 77546 VOTERS : 35219 POLL PERCENTAGE : 45.42% VALID VOTES 33178 
Constituency 55 KHURDA 


1. R.B.DEB M~ JAC 16303 49.41% 
2. B.BALIARSINGH M_ INC 8926 27.05% 
3. P.BAHJENA M CPM 6560 19.88% 
4. T.MAHANTY M_ IND 1207 3.66% 


ELECTORS : 77273 VOTERS : 35598 POLL PERCENTAGE : 46.07% VALID VOTES 32996 
Constituency 56 BEGUNIA 


1. GPAIKARAY M~ CPI 19918 45.71% 
2. S.CHAMPATIRAY M_ INC 18739 43.01% 
3. D.DAS M SWA 2536 5.82% 
4. M.KANUNGO M IND 2381 5.46% 


ELECTORS : 78749 VOTERS : 46327 POLL PERCENTAGE : 58.83% VALID VOTES 43574 
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Constituency 
1 
2 
3 


Constituency 
1 


No. CANDIDATE SEX PARTY 
57 KHANDPARA 

. H.B.M.RAY M_ INC 

. D.PRADHAN M SWA 

. S.PRADHAN IND 

ELECTORS: _ 66312 VOTERS : 21540 POLL PERCENTAGE : 32.48% 
58 DASPALLA (SC) 

. B.NAYAK M SWA 

. SNAYAK M_ INC 

. P.C.NAIK M IND 

. K.NAIK M CPM 

A.NAIK M_ CPI 


2 
3 
4 
5 


ELECTORS : 66493 VOTERS : 21804 POLL PERCENTAGE : 


Constituency 


Co mMmrANI DN FW NN 


ELECTORS : 70520 VOTERS : 24374 POLL PERCENTAGE : 


Constituency 


aA WN 


ELECTORS : 65476 VOTERS : 28830 


Constituency 


1 
2 
3 
4 


ELECTORS : 70307 VOTERS : 19118 POLL PERCENTAGE : 


27.19% 


Constituency 


1 


2 
3 
4 
5 


ELECTORS : 75659 VOTERS : 34158 


Constituency 


1 


59 NAYAGARH 

. AMOHANTY 
. BMAHAPATRA 
. J. BEHERA 
. K.C.SINGH 
. R.DAS 
. N.PATTANIAK 
. K.C.LANKA 
. LRANA 

N.C.DALEI 


60 RANPUR 
. B.C.S.D.B.N.MAHAPATRA 
. R.C.PANDA 
. S.DASH 
. R.C.RAM 
B.SAMTARAY 


61 JAGANATHPRASAD (SC) 
. U.NAIK 
. B.PATRA 
. R.SETHI 
K.NAIK 


62 BHANJANAGAR 
. D.BEHERA 
. BARUKHA 
. K.PANDA 
. SMAHAPATRA 
D.BEHERA 


63 SURUDA 
. A.S.DEO 
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ZEEEEZEEZBE EE 


ZEEE ZEEEEE 
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32.79% 


Z 
o 


34.56% 


INC 
CPM 
JAC 
CPI 
SWA 


INC 
SWA 
IND 
JAC 


INC 
CPI 
IND 
SWA 
JAC 


SWA 


VOTES 


11131 
6960 
2437 


% 


54.22% 
33.90% 
11.87% 


VALID VOTES 20528 


11280 
6979 
1750 

626 
335 


VALID VOTES 


6141 
4315 
3808 
3370 
1871 
1173 
1050 

870 

527 


53.79% 
33.28% 
8.35% 
2.99% 
1.60% 


20970 


26.56% 
18.66% 
16.47% 
14.57% 
8.09% 
5.07% 
4.54% 
3.76% 
2.28% 


VALID VOTES 23125 


9995 
6594 
5067 
4440 
1125 


10610 
2839 
2429 
2296 


36.72% 
24.22% 
18.61% 
16.31% 

4.13% 


POLL PERCENTAGE : 44.03% VALID VOTES 27221 


58.38% 
15.62% 
13.37% 
12.63% 


VALID VOTES 18174 


13473 
7116 
6253 
3443 
1942 


14557 


41.81% 
22.08% 
19.40% 
10.68% 

6.03% 


POLL PERCENTAGE : 45.15% VALID VOTES 32227 


53.43% 


No. CANDIDATE SEX PARTY VOTES % 


2. G.SWAIN M_ INC 10540 38.68% 
3. T.DAS M_ IND 1130 4.15% 
4. DSSAMANTARAY M_ IND 707 2.59% 
5. RSSHASTRY M IND 312 1.15% 


IELECTORS: 67603 _| 67603 VOTERS : [VOTERS : 28697 _| POLL PERCENTAGE : 42.45% VALID VOTES 27246 


Constituency 64 ASKA 


1. H.DAS M~ CPI 19766 49.36% 
2. L.MISRA M_ INC 10636 26.56% 
3. P.S.DEO M SWA 7653 19.11% 
4. BJENA M_ IND 1987 4.96% 


IELECTORS: _71451_| 71451 [VOTERS : 42342 _| 42342 POLL PERCENTAGE IPOLL PERCENTAGE : 59.26% | 26% VALID | VALID VOTES _ 40042 | 40042 


Constituency 65 KAVISURYANAGAR 


1. D.SWAIN M~ CPI 13895 35.79% 
2. R.G.SAHU M INC 13224 34.06% 
3. S.S.DAS M SWA 6346 16.35% 
4. T.C.PATNAIK M _— PSP 4166 10.73% 
5. J.MISRA M IND 1191 3.07% 


ELECTORS : 81053 VOTERS : 41515 POLL PERCENTAGE : 51.22% VALID VOTES 38822 
Constituency 66 KODALA 


1. BMAHARANA M_ PSP 10877 32.93% 
2. R.K.PATNAIK M INC 8057 24.39% 
3. H.DAS M SWA 5868 17.76% 
4. K.C.NAYAK M IND 5290 16.01% 
5. R.MISRA M IND 2942 8.91% 


ELECTORS : IELECTORS: 69776 _| [VOTERS : 35807 _| 35807 [POLL PERCENTAGE : 51.32% | PERCENTAGE 51.32% VALID | VALID VOTES 33034 | 33034 


Constituency 67 KHALLIKOTE 


1. N.SAHU M _— SSP 22216 59.97% 
2. T.SSAMANTRA M_ INC 13023 35.16% 
3. U.RATH IND 1804 4.87% 


IELECTORS: 74136 __| 74136 VOTERS : [VOTERS : 39393 __| [POLL PERCENTAGE : 53.14% | PERCENTAGE 53.14% VALID | VALID VOTES 37043 | 37043 


Constituency 68 CHATRAPUR 


1. L.MAHAPTRO M~ CPI 13914 48.00% 
2. H.PANDHI M_ INC 9864 34.03% 
3. RRRAMANUJA SWA 5209 17.97% 


IELECTORS: _73341_| 73341 [VOTERS : 31017 _| 31017 POLL PERCENTAGE 42. IPOLL PERCENTAGE : 42.29% | % VALID VOTES | VALID VOTES _28987 | 


Constituency 69 HINJILI 


1. BNAYAK M_ INC 19952 64.00% 
2. U.PALO M_~ JAC 7029 22.55% 
3. K.S.SABUDHI IND 4195 13.46% 


IELECTORS: 70665 _| 70665 [VOTERS : 33238 | 33238 [POLL PERCENTAGE : 47.04% | PERCENTAGE 47.04% VALID | VALID VOTES (31176 | 31176 


Constituency 70 DURA (SC) 


1. M.NAYAK M_ INC 7523 40.13% 
2. B.PRADHAN M SWA 3713 19.81% 
3. M.SETHI M IND 2175 11.60% 
4. B.DAS M INC 1838 9.80% 
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No. CANDIDATE SEX PARTY VOTES % 


5. D.DAS M_~ JAC 1404 7.49% 
6. M.BEHERA MIND 1213 6.47% 
7. D.DAS M IND 719 3.84% 
8. M.NAYAK M IND 162 0.86% 


IELECTORS: 65306 __| 65306 [VOTERS : 20139 _ | 20139 [POLL PERCENTAGE : 30.84% | PERCENTAGE 30.84% VALID | VALID VOTES _—-18747 | 18747 


Constituency 71 BERHAMPUR 


1. BACHARYA M INC 21463 59.90% 
2. B.K.PANISRALIY M_~ JAC 12291 34.30% 
3. R.MISRA CPI 2076 5.79% 


ELECTORS : IELECTORS: 69897 _| VOTERS : [VOTERS : 37495 | [POLL PERCENTAGE : 53.64% | PERCENTAGE 53.64% VALID | VALID VOTES 35830 | 35830 


Constituency 72 CHIKATI 


1. D.PATANIK M_ INC 17485 49.14% 
2. H.PADHAN M_ IND 9576 26.91% 
3. J.PATI SWA 8524 23.95% 


ELECTORS : IELECTORS: 79567 _| [VOTERS : 37258 | 37258 [POLL PERCENTAGE : 46.83% | PERCENTAGE 46.83% VALID | VALID VOTES 35585 | 35585 


Constituency 73 MOHANA (ST) 


1. T.SSARDHARA M_ INC 5427 43.79% 
2. IIDONDASENA M SWA 3878 31.29% 
3. K.C.KARJI M_ IND 2848 22.98% 
4. T.DALAI MIND 241 1.94% 


ELECTORS : 65 IELECTORS: 65792 __| [VOTERS : 13452 | 13452 [POLL PERCENTAGE : 20.45% | PERCENTAGE 20.45% VALID VOTES 1 | VALID VOTES —__—-12394 | 


Constituency 74 RAMAGIRI (ST) 


1. A.SINGH M_ INC 10010 62.60% 
2. G.BHUNYA M SWA 3768 23.56% 
3. B.KARJI M_ IND 2212 13.83% 


ELECTORS : 64983 VOTERS : 16974 POLL PERCENTAGE : 26.12% VALID VOTES 15990 


Constituency 75 PARLAKHEMUNDI 


1. N.K.KULU M_— INC 17386 41.05% 
2. B.BALAJI M IND 8939 21.11% 
3. P.V.K.RAO M SWA 8546 20.18% 
4. V.N.REGULAGADDA M IND 4099 9.68% 
5. JMISRA M~ CPI 2562 6.05% 
6. B.PATNAIK M IND 818 1.93% 


IELECTORS: 72506 __| 72506 [VOTERS : 45222 | 45222 [POLL PERCENTAGE : 62.37% | PERCENTAGE 62.37% VALID | VALID VOTES 42350 | 42350 


Constituency 76 GUNUPUR (ST) 


1. BGOMANGO M_ INC 10767 46.98% 
2. BHHARAKA M SWA 7859 34.29% 
3. P.C.GOMANGO M CPM 3844 16.77% 
4. S.KKADRAKA MIND 446 1.95% 


ELECTORS : IELECTORS: 77294 __ | [VOTERS : 25142 __| 25142 [POLL PERCENTAGE : 32.53% | PERCENTAGE 32.53% VALID VOTES | VALID VOTES 22916 | 


Constituency 77 BISSAMCUTTACK (ST) 
1. B;CHOUDHARY M SWA 10955 62.75% 
2. S.C.PIDIKAKA M_ INC 6503 37.25% 


ELECTORS : 70927 VOTERS : 19362 POLL PERCENTAGE : 27.30% VALID VOTES 17458 
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Constituency 78 RAYAGADA (ST) 


1. A.MAJHI M INC 8641 40.63% 
2. N.KALALCA M SWA 7692 36.17% 
3. JJHODIA M_ JAC 4934 23.20% 
ELECTORS : 71022 VOTERS : 24006 POLL PERCENTAGE : 33.80% VALID VOTES 21267 


Constituency 79 NARAYANPATNA (ST) 


1. BMALANNA M SWA 7531 52.68% 
2. T.SANGANNA M INC 5974 41.79% 
3. GMANDINGA M_ IND 791 5.53% 


ELECTORS : 65028 VOTERS : 16990 POLL PERCENTAGE : 26.13% VALID VOTES 14296 


Constituency 80 NANDAPUR (ST) 


1. M.SANTA M_ INC 4042 54.39% 
2. BALLAYYA M SWA 3389 45.61% 


ELECTORS: 60001 VOTERS :__8742 POLL PERCENTAGE :_ 14.57% | | VALID VOTES 7431 
Constituency 81 MALKAN GIRI (ST) 


1. GMADI M INC 7028 52.19% 
2. GNAYAK M SWA 3824 28.40% 
3. G.MADI M IND 2613 19.41% 


ELECTORS : 80102 VOTERS : 15628 POLL PERCENTAGE : 19.51% VALID VOTES 13465 
Constituency 82 JEYPORE 


1. NRRAMASESHAIAH M SWA 7374 47.26% 
2. R.PATNAIK M_ INC 6647 42.60% 
3. K.KHORA M_ IND 999 6.40% 
4. H.NAIK M CPM 583 3.74% 


ELECTORS : 56695 VOTERS : 17000 POLL PERCENTAGE : 29.99% VALID VOTES 15603 
Constituency §3 KOTPAD (ST) 


1. S.MAJHI M_ INC 5139 41.14% 
2. S.MAJHI M SWA 3624 29.01% 
3. S.NAIK M_ IND 2207 17.67% 
4. S.MAJHI M~ CPI 815 6.52% 
5. M.DUARI M CPM 708 5.67% 


ELECTORS : 67504 VOTERS : 13926 POLL PERCENTAGE : 20.63% VALID VOTES 12493 


Constituency §4 NOWRANGPUR 
1. S.TRIPATHY M INC 9574 54.61% 
2. K.B.SAHU M SWA 7956 45.39% 


ELECTORS: 68285 VOTERS : 19128 POLL PERCENTAGE : 28.01% | | VALID VOTES 17530 
Constituency §5 KODINGA (SC) 


1. JINAIK M SWA 8139 56.11% 
2. S.DAS M INC 4875 33.61% 
3. C.NAIK M IND 1491 10.28% 


ELECTORS : 68995 VOTERS : 16171 POLL PERCENTAGE : 23.44% VALID VOTES 14505 


Constituency 86 DABUGAM (ST) 
1. D.MAJHI M  SWA 10262 55.45% 


rptDetailedResults - Page 12 of 20 


162 


No. CANDIDATE SEX PARTY VOTES % 


2. M.NAIK INC 8245 44.55% 


ELECTORS : IELECTORS: 69494 _| [VOTERS : 21103 __| 21103 [POLL PERCENTAGE : 30.37% | PERCENTAGE 30.37% VALID | VALID VOTES _-18507 | 18507 


Constituency §7 UMERKOTE (ST) 
1. R.MAJHI M INC 9198 51.37% 
2. L.MAJHI SWA 8706 48.63% 


IELECTORS: 66173 _| 66173 [VOTERS : 20573 _ | 20573 POLL PERCENTAGE 31. [POLL PERCENTAGE : 31.09% | % VALID VOTES 1 | VALID VOTES __17904 | 


Constituency §8 NAWAPARA (ST) 
. O.SING M INC 10506 51.66% 
2. GMAJHI SWA 9829 48.34% 


IELECTORS: _60832_| 60832 [VOTERS : 22567 _| 22567 [POLL PERCENTAGE : 37.10% | PERCENTAGE 37.10% VALID | VALID VOTES 20335 | 20335 


Constituency 89 KHARIAR 


1. A.DEO M_ INC 11390 52.92% 
2. D.MAJHI M SWA 6047 28.09% 
3. U.BARIK M_ IND 4087 18.99% 


ELECTORS : 60766 VOTERS : 24320 POLL PERCENTAGE : 40.02% VALID VOTES 21524 


Constituency 90 DHARAMGARH (SC) 


1. L.D.MAJHI M SWA 16150 68.81% 
2. JINAYAK M INC 4483 19.10% 
3. PHARIJAN M_ IND 2838 12.09% 


ELECTORS : 58791 VOTERS : 26876 POLL PERCENTAGE : 45.71% VALID VOTES 23471 


Constituency 91 KOKSARA 


1. RPRAHARAJ M SWA 18465 75.83% 
2. K.C.DEO M INC 4961 20.37% 
3. S.MAJHI BJS 926 3.80% 


IELECTORS: _60836__| 60836 VOTERS : [VOTERS : 27729 _| [POLL PERCENTAGE : 45.58% | PERCENTAGE 45.58% VALID | VALID VOTES 24352 24352 


Constituency 92 JUNAGARH 


1. M.NAYAK M SWA 20310 77.53% 
2. P.K.BEHERA M INC 5063 19.33% 
3. J.PATI BJS 823 3.14% 


IELECTORS: 64000 _| 64000 VOTERS : [VOTERS : 29356 _| [POLL PERCENTAGE : 45.87% | PERCENTAGE 45.87% VALID VOTES | VALID VOTES 26196 | 


Constituency 93 BHAWANIPATNA (SC) 


1. D.NAIK M SWA 18411 80.69% 
2. A.NAIK M_ INC 3324 14.57% 
3. P.NAYAK PSP 1082 4.74% 


IELECTORS: 56168 _| 56168 [VOTERS : 25502 _| 25502 [POLL PERCENTAGE : 45.40% | PERCENTAGE 45.40% VALID | VALID VOTES 22817 | 22817 


Constituency 94 NARLA (ST) 


1. A.MAJHI M SWA 11749 67.47% 
2. J.MAJHI M INC 4489 25.78% 
3. B.BAOI IND 1176 6.75% 


IELECTORS: 54220 __| 54220 VOTERS : [VOTERS : _19666__| [POLL PERCENTAGE : 36.27% | PERCENTAGE 36.27% VALID | VALID VOTES _—_—«i17414 | 17414 


Constituency 95 KESINGA 
1. B.BHOI M SWA 10546 50.06% 
2. G.HOTA M INC 5865 27.84% 
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No. CANDIDATE SEX PARTY VOTES % 


3. S.C.S.DEO M_ IND 2548 12.09% 
4. G.BHOI M_ IND 1380 6.55% 
5. S.JAIN M~ BJS 729 3.46% 


ELECTORS: 58603 VOTERS : 23763 POLL PERCENTAGE : 40.55% | [VALID VOTES 21068 
Constituency 96 UDAYAGIRI (ST) 


1. GPRADHAN M SWA 6446 42.99% 
2. D.PRADHAN M_ INC 4502 30.03% 
3. D.PADRA M_ IND 1282 8.55% 
4. JMALLIK M IND 927 6.18% 
5. B.PRADHAN M IND 797 5.32% 
6. JPADRA M_ IND 557 3.72% 
7. C.PRADHAN M~ BJS 482 3.21% 


ELECTORS : 76726 VOTERS : 16493 POLL PERCENTAGE : 21.50% VALID VOTES 14993 


Constituency 97 BALLIGUDA (ST) 


1. N.PRADHAN M SWA 6166 51.63% 
2. S.PRADHAN M_ INC 3911 32.75% 
3. P.PRADHAN M_ IND 1446 12.11% 
4. J.PRADHAN M~ BJS 419 3.51% 


ELECTORS: __67900 VOTERS : _13166 POLL PERCENTAGE : 19.39% | [VALID VOTES 11942 
Constituency 98 PHULBANI (ST) 


1. B.P.,KOHOR M SWA 7152 50.24% 
2. D.KOHOR M_ INC 3526 24.77% 
3. B.PRADHAN M_~ JAC 1605 11.28% 
4. P.MALLICK M~ BJS 1106 7.17% 
5. B.MALLICK M IND 846 5.94% 


ELECTORS : 69610 VOTERS : 15438 POLL PERCENTAGE : 22.18% VALID VOTES 14235 
Constituency 99 BAUDH 


1. H.S.PADHI M_~ JAC 9978 33.92% 
2. N\PADHAN M_ INC 6838 23.25% 
3. S.MISHRA M SWA 6706 22.80% 
4. N.SAHOO M_ IND 3160 10.74% 
5. MMMANAKUL M IND 1852 6.30% 
6. N.RATHA M~ BJS 879 2.99% 


ELECTORS : 73928 VOTERS : 32856 POLL PERCENTAGE : 44.44% VALID VOTES 29413 
Constituency 100 SONEPUR 


1. N.RAIGURU M SWA 12916 51.22% 
2. H.HOTA M_ IND 3807 15.10% 
3. I.C.PANIGRAHI M_ INC 3661 14.52% 
4. D.MEHER M_ IND 1574 6.24% 
5. D.KKUMBHAR M IND 1378 5.47% 
6. R.P.PRADHAN M_ IND 1198 4.75% 
7. ANANDA M_ IND 681 2.70% 


ELECTORS : 69398 VOTERS : 28013 POLL PERCENTAGE : 40.37% VALID VOTES 25215 


Constituency 101 BINKA 
1. N.C.MISRA M SWA 12729 43.04% 


rptDetailedResults - Page 14 of 20 


164 


No. CANDIDATE SEX PARTY VOTES % 

2. R.PANDA M_ INC 8900 30.09% 
3. B.BHOI M_~ CPI 3277 11.08% 
4. B.C.DAS M IND 1941 6.56% 
5. B.C. MISHRA M_ BJS 1270 4.29% 
6. K.M.BERIHA M IND 948 3.21% 
7. S.S.MISHRA M IND 509 1.72% 


IELECTORS: 77530 _| 77530 VOTERS : [VOTERS : 32991 | [POLL PERCENTAGE : 42.55% | PERCENTAGE 42.55% VALID VOTES | VALID VOTES 29574 | 


Constituency 1092 TUSRA 


1. R.MISRA M SWA 19001 75.86% 
2. S.PANIGRAHI M INC 4728 18.88% 
3. N.DAS BJS 1320 5.27% 


IELECTORS: 68166 __| 68166 [VOTERS : 27427 __| 27427 [POLL PERCENTAGE : 40.24% | PERCENTAGE 40.24% VALID VOTES | VALID VOTES 25049 | 


Constituency 103 BOLANGIR 


1. M.R.N.S.DEO M SWA 21932 74.96% 
2. S.MISRA M_ INC 6005 20.52% 
. NACHARYA IND 1321 4.52% 


IELECTORS: 61738 __| 61738 VOTERS : 31 [VOTERS : 31809 | [POLL PERCENTAGE : 51.52% | PERCENTAGE 51.52% VALID VOTES | VALID VOTES 29258 | 8 


Constituency 104 LOISINGHA 
1. N.K.MISRA M SWA 19988 67.24% 
2. R.P.MISRA INC 9739 32.76% 


IELECTORS: 61623 _| 61623 [VOTERS : 32464 | 32464 [POLL PERCENTAGE : 52.68% | PERCENTAGE 52.68% VALID VOTES | VALID VOTES 29727 


Constituency 105 PATNAGARH 
. A.SAHOO M  SWA 24226 76.19% 
2. B.THAKUR INC 7572 23.81% 


IELECTORS: 63534 _| 63534 [VOTERS : 34583 | 34583 [POLL PERCENTAGE : 54.43% | PERCENTAGE 54.43% VALID VOTES 3 | VALID VOTES (31798 | 


Constituency 106 SAINTALA 


1. R.C.S.BHOI M SWA 19096 65.69% 
2. D.BOHIDAR INC 9974 34.31% 


IELECTORS: _63757_| 63757 [VOTERS : 31550 _| 31550 POLL PERCENTAGE [POLL PERCENTAGE : 49.48% | 48% VALID VOTES | VALID VOTES _29070 | 


Constituency 107 TITILAGARH (SC) 


1. AMAHANANDA M SWA 13905 61.84% 
2. T.JAL M_ INC 7741 34.43% 
3. B.KKUMBHAR M~ BJS 839 3.73% 


ELECTORS : 65565 VOTERS : 24907 POLL PERCENTAGE : 37.99% VALID VOTES 22485 


Constituency 108 KANTABANJI (SC) 
1. L.RAI M SWA 11767 61.57% 
2. J.BHOA M_ INC 7344 38.43% 


ELECTORS : 56186 VOTERS : 21189 POLL PERCENTAGE : 37.71% VALID VOTES 19111 


Constituency 109 PADAMPUR 


1. B.B.S.BARIHA M~ JAC 8107 42.13% 
2. D.PADHAN M _— SSP 5283 27.45% 
3. S.K.BAHIDAR M INC 3692 19.19% 
4. M.PUROHIT M~ CPI 1422 7.39% 
5. GNAYAK M_ IND 739 3.84% 
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No. 


CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 76612 VOTERS : 21836 POLL PERCENTAGE : 28.50% VALID VOTES 19243 


Constituency 


Dn un BW NY 


Constituency 
1 


2 
3 
4 
3 


110 MELCHHAMUNDA 


. B.K.SAHU 

. S.PADHI 

. HACHARYA 
. JPANDA 

. P.DASH 


A.MISRA 


111 BIJEPUR (SC) 


. M.NAG 

. K.DIP 

. L.SETH 

. D.KUMBHAR 


B.BHRAMARJAL 


ELECTORS : 78421 VOTERS : 29109 


Constituency 


YD UN FWY 


112 BHATLI 


. S.PRADHAN 

. RAGRAWALA 
. N.SAHU 

. K.K.DEVI 

. K.NAIK 

. B.C.SAHU 


H.PAIK 


ELECTORS : 79831 VOTERS : 31679 


Constituency 


Co mMmrANI DN FB WN 


113 BARGARH 

. B.C.HOTA 

. G.PADHAN 

. G.PANDA 

. SAAGRAWALA 

. R.MISHRA 

. M.PADHAN 

. C.MISRA 

. D.CHHURIA 
L.SADANGI 


ELECTORS : 80554 VOTERS : 33860 


Constituency 


YD UN FW NY 


114 SAMBALPUR 
. B.BABU 
. B.P.MISHRA 
. JSAHU 
. H.P.NAYAK 
. S.K.SAHANI 
. L.MEHER 
R.L.DAS 


ELECTORS : 84267 VOTERS : 36609 
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ZEEEESE ZEEZEEEEE 


S.85. 075s °% 


ZEEEEEEZBEEE 


SWA 
INC 
SSP 
JAC 
IND 
IND 


32.85% 


ELECTORS : 69066 VOTERS : 22689 POLL PERCENTAGE : 


INC 
SSP 
SWA 
IND 
CPI 


INC 
CPI 
SSP 
SWA 
IND 
JAC 
IND 


9513 
4382 
2787 
2374 
1255 

535, 


9169 
7474 
6173 
1932 
1861 


9580 
7070 
6218 
2384 
2042 
1258 

343 


8729 
5984 
5894 
2449 
2263 
2123 
1735 

920 

345 


45.63% 
21.02% 
13.37% 
11.39% 
6.02% 
2.57% 


VALID VOTES 20846 


34.46% 
28.09% 
23.20% 
7.26% 
6.99% 


POLL PERCENTAGE : 37.12% VALID VOTES 26609 


33.15% 
24.47% 
21.52% 
8.25% 
7.07% 
4.35% 
1.19% 


POLL PERCENTAGE : 39.68% VALID VOTES 28895 


28.67% 
19.66% 
19.36% 
8.04% 
7.43% 
6.97% 
5.70% 
3.02% 
1.13% 


POLL PERCENTAGE : 42.03% VALID VOTES 30442 


ZEEEEZEZEE 


INC 
SWA 
IND 
CPI 
SSP 
BJS 
IND 


11282 
8132 
8016 
3096 
1505 
1169 

862 


33.12% 
23.87% 
23.53% 
9.09% 
4.42% 
3.43% 
2.53% 


POLL PERCENTAGE : 43.44% VALID VOTES 34062 
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Constituency 115 BRAJARAJNAGAR 


1. P.K.PANDA M~ CPI 12860 46.26% 
2. U.DIXIT M_ INC 11674 41.99% 
3. R.SAHU M_~ JAC 1946 7.00% 
4. L.R.S.DEO M_ BJS 1319 4.74% 


ELECTORS : IELECTORS: 64419 __| [VOTERS : 30085 __| 30085 [POLL PERCENTAGE : 46.70% | PERCENTAGE 46.70% VALID VOTES | VALID VOTES 27799 | 


Constituency 116 JHARSUGUDA 


1. M.MISRA M SWA 16010 53.56% 
2. B.K.PANI M_ INC 12843 42.97% 
3. D.BEHERA IND 1038 3.47% 


IELECTORS: 71161 __| 71161 [VOTERS : 32571 __| 32571 [POLL PERCENTAGE : 45.77% | PERCENTAGE 45.77% VALID VOTES | VALID VOTES 29891 | 1 


Constituency 117 LAIKERA (ST) 
1. L.R.SINGH M SWA 15744 68.43% 
2. B.B.S.BARIHA M_ INC 7263 31.57% 


ELECTORS : 67926 VOTERS : 24976 POLL PERCENTAGE : 36.77% VALID VOTES 23007 


Constituency 118 KUCHINDA (ST) 


1. K.SINGHA M SWA 9848 53.33% 
2. S.KISAN M_ INC 4934 26.72% 
3. J.THAKUR M_ IND 1888 10.22% 
4. D.KALE M 1795 9.72% 


IELECTORS: 65310 _| 65310 [VOTERS : 20118 __| 20118 IPOLL PERCENTAGE : 30.80% | PERCENTAGE 30.80% VALID | VALID VOTES _18465 | 18465 


Constituency 119 RAIRAKHOL (SC) 
1. B.SUNA M SWA 10983 65.00% 
2. B.C.JAIPURIA M_ INC 5913 35.00% 


ELECTORS : 69403 VOTERS : 18058 POLL PERCENTAGE : 26.02% VALID VOTES 16896 


Constituency 120 DEOGARH 


1. B.T.D.RAJA M SWA 16327 60.85% 
2. P.PRADHAN M_ IND 5592 20.84% 
3. GPADHAN INC 4911 18.30% 


IELECTORS: _ 68704 _| 68704 VOTERS : [VOTERS : 29414 __ | 14 IPOLL PERCENTAGE : 42.81% | PERCENTAGE 42.81% VALID | VALID VOTES _26830 | 26830 


Constituency 121 SUNDARGARH 


1. H.PATEL M SWA 17730 56.21% 
2. D.S.DEO M_ INC 7160 22.70% 
3. R.K.PANDA M_ IND 3015 9.56% 
4. N.C.NAIK M_ IND 1250 3.96% 
5. B.MAGAR MIND 1012 3.21% 
6. GKUMBHAR M_ IND 828 2.63% 
7. H.BEHERA M_ IND 547 1.73% 


ELECTORS: 70552 VOTERS : 35232 POLL PERCENTAGE : 49.94% | | VALID VOTES 31542 
Constituency 122 TALSARA (ST) 


1. GPRADHAN M SWA 18839 60.09% 
2. M.KUJUR M_ INC 9858 31.44% 
3. A.TIRKEY M_ IND 1763 5.62% 
4. L.TETE M IND 891 2.84% 
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ELECTORS : 70168 VOTERS : 35002 POLL PERCENTAGE : 49.88% VALID VOTES 31351 


Constituency 123 RAJGANGPUR (ST) 


1. P.BHAGAT M SWA 8457 31.81% 
2. R.AMAT M_ INC 6413 24.12% 
3. J.TOPPO M_ PSP 4659 17.52% 
4. K.TIRKEY M IND 2635 9.91% 
5. A.XESS M_ IND 2280 8.57% 
6. J.TOPPO M BJS 1789 6.73% 
7. S.TIRKEY M_ IND 356 1.34% 


IELECTORS: 62146 __| 62146 VOTERS : [VOTERS : 29364 __| [POLL PERCENTAGE : 47.25% | PERCENTAGE 47.25% VALID VOTES 265 | VALID VOTES 26589 | 


Constituency 124 BISRA (ST) 


1. K.C.NAYAK M SWA 9672 37.67% 
2. M.BAGE M_ INC 5352 20.84% 
3. C.PURTY M_ IND 3977 15.49% 
4. T.XESS M_ IND 3933 15.32% 
5. ILMUNDA M~ BJS 1841 7.17% 
6. Y.KHALKHO M_ IND 902 3.51% 


IELECTORS: 58075 _| 58075 VOTERS : [VOTERS : 28539 _| POLL PERCENTAGE : 49.14% VALID VOTES 25677 


Constituency 125 ROURKELA 


1. RSAMANTRAI M _ PSP 12092 30.80% 
2. K.K.DEODEBE M_~ INC 9388 23.91% 
3. P.C.PATI M SWA 6636 16.90% 
4. M.A.AHMAD M_ IND 3271 8.33% 
5. T.DUTTA M_ IND 3141 8.00% 
6. D.NARASIMHAM M~ BJS 2210 5.63% 
7. PMOHANTY M IND 1091 2.78% 
8. N.PANDA M_ CPI 897 2.28% 
9. S HABIBULLAH M_ IND 537 1.37% 


IELECTORS: 86254 _| 86254 [VOTERS : 41587 __| 41587 POLL PERCENTAGE : 48.21% VALID VOTES 39263 


Constituency 126 BONAI (ST) 


1. H.P.MAHAPATRA M SWA 8702 44.26% 
2. B.K.S.DANDAPAT M_ INC 6760 34.38% 
3. C.LUGUN MIND 4201 21.37% 


ELECTORS : 63617 VOTERS : 21541 POLL PERCENTAGE : 33.86% VALID VOTES 19663 


Constituency 127 CHAMPUA (ST) 


1. K.NAIK M SWA 6965 51.83% 
2. S.ORAON M INC 5640 41.97% 
3. A.NAIK IND 834 6.21% 


IELECTORS: 56347 _| 56347 [VOTERS : _14766__| 14766 [POLL PERCENTAGE : 26.21% | PERCENTAGE 26.21% VALID VOTES 1 | VALID VOTES 13439 | 


Constituency 128 PATNA (ST) 


1. RMMUNDA M SWA 7921 51.06% 
2. P.NAIK M_ INC 3397 21.90% 
3. D.NAIK M IND 3352 21.61% 
4. D.NAIK M IND 842 5.43% 


IELECTORS: 63174 __| 63174 [VOTERS : 17019 _ | 17019 POLL PERCENTAGE 26. [POLL PERCENTAGE : 26.94% | VALID | VALID VOTES. «15512 | 15512 
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Constituency 129 KEONJHAR (ST) 


1. GMUNDA M SWA 8174 64.29% 
2. H.SOREN M_ INC 3227 25.38% 
3. MDEHAURY M IND 696 5.47% 
4. K.C.MOHAPATRA M_ IND 618 4.86% 


ELECTORS : IELECTORS: 59341 _| 1 [VOTERS : 13637 _| 13637 [POLL PERCENTAGE : 22.98% | PERCENTAGE 22.98% VALID | VALID VOTES. «12715 | 12715 


Constituency 130 TELKOI (ST) 


1. BMOHAPATRA M SWA 5279 53.68% 
2. B.GIRI M_ INC 3834 38.98% 
. K.C.DEHURY IND 722 7.34% 


IELECTORS: 57225 __| 57225 [VOTERS : 10617 _ | 10617 [POLL PERCENTAGE : 18.55% | PERCENTAGE 18.55% VALID VOTES | VALID VOTES «9835 | 


Constituency 131 RAMCHANDRAPUR 


1. R.MISHRA M SWA 5624 32.25% 
2. M.KUANR M_ IND 4343 24.91% 
3. S.C.M.MOHAPATRA M_ INC 2729 15.65% 
4. D.PUHAN M_ IND 1397 8.01% 
5. P.PAHI M IND 1151 6.60% 
6. N.CHAKRA M_ IND 1062 6.09% 
7. DJENA M_ IND 883 5.06% 
8. G.DAS M_ IND 248 1.42% 


IELECTORS: 61360 _| 61360 [VOTERS : 18740 __| 18740 [POLL PERCENTAGE : 30.54% | PERCENTAGE 30.54% VALID | VALID VOTES 17437 17437 


Constituency 132 ANAND PUR (SC) 


1. BJENA M_~ JAC 8338 42.07% 
2. B.JENA M SWA 6284 31.71% 
3. M.SETHI M_ INC 3691 18.63% 
4. B.SETHI M IND 1318 6.65% 
5 . M.SINGH M_ IND 186 0.94% 


IELECTORS: _62361_| 62361 VOTERS : 215 [VOTERS : 21519 __| POLL PERCENTAGE : 34.51% VALID VOTES 19817 


Constituency 133 PAL LAHARA 


1. P.PRADHAN M_~ JAC 20508 71.59% 
2. N.SAHA M IND 4187 14.62% 
3. D.PRADHAN M_ INC 1623 5.67% 
4. D.NAIK MIND 1255 4.38% 
5. P.C.DEV M IND 1075 3.75% 


IELECTORS: 70554 __ | 70554 [VOTERS : 32215 | 32215 [POLL PERCENTAGE : 45.66% | PERCENTAGE 45.66% VALID | VALID VOTES 28648 | 28648 


Constituency 134 KAMAKHYA NAGAR 


1. B.TRIPATHY M SWA 20650 65.65% 
2. D.NAYAK M INC 8097 25.74% 
3. H.MISRA IND 2708 8.61% 


ELECTORS : IELECTORS: 76868 _| [VOTERS : 34007 _| 34007 [POLL PERCENTAGE : 44.24% | PERCENTAGE 44.24% VALID | VALID VOTES. 31455 | 31455 


Constituency 135 GONDIA 


1. H.MISRA M SWA 17185 58.61% 
2. M.TAYAB M_— INC S117 17.45% 
3. S.TRIPATHY M IND 3334 11.37% 
4. SJENA M _~ PSP 1554 5.30% 
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No. CANDIDATE SEX PARTY VOTES % 


5. KIDEHURY M IND 946 3.23% 
6. BNNAYAK M_ IND 608 2.07% 
7. $.P.S.DEO M_ IND 312 1.06% 
8. K.PARIDA M_ IND 267 0.91% 


ELECTORS: 68609 VOTERS : 31880 POLL PERCENTAGE : 46.47% | | VALID VOTES 29323 
Constituency 136 DHENKANAL 


1. R.P.P.DEV F SWA 15892 53.34% 
2. S.MISRA M_ IND 4320 14.50% 
3. B.C.PATNIAK M_ INC 3165 10.62% 
4. U.'SSAHOO M_ IND 2223 7.46% 
5. D.ROUT M IND 2011 6.75% 
6. N.JENA M IND 965 3.24% 
7. P.SSAHOO M_ IND 631 2.12% 
8. B.SSAHOO M_ IND 586 1.97% 


ELECTORS : 75551 VOTERS : 32007 POLL PERCENTAGE : 42.36% VALID VOTES 29793 


Constituency 137 TALCHER (SC) 


1. K.C.BEHERA M_ JAC 21420 65.25% 
2. G.C.NAIK M SWA 5602 17.06% 
3. K.NAIK M_ INC 3973 12.10% 
4. B.NAIK M_ IND 1001 3.05% 
5. M.NAIK M IND 832 2.53% 


ELECTORS: 66620 VOTERS : 37416 POLL PERCENTAGE : 56.16% | | VALID VOTES 32828 
Constituency 138 CHHENDIPADA (SC) 


1. NINAYAK M_~ JAC 10631 41.03% 
2. PNAYAK M_ INC 7151 27.60% 
3. BINNAYAK M~ CPI 5862 22.63% 
4. R.NAYAK M IND 1358 5.24% 
5. B.NNAYAK M IND 906 3.50% 


ELECTORS : 69493 VOTERS : 28331 POLL PERCENTAGE : 40.77% VALID VOTES 25908 
Constituency 139 ANGUL 


1. K.C.SINGH M_~ JAC 8067 38.58% 
2. H.TRIPATHY M_ INC 5392 25.79% 
3. HPRADHAN M~ CPI 3109 14.87% 
4. L.MISRA M IND 2680 12.82% 
5. R.MISRA M IND 1663 7.95% 


ELECTORS : 67558 VOTERS : 22495 POLL PERCENTAGE : 33.30% VALID VOTES 20911 
Constituency 140 ATHMALLIK 


1. S.PRADHAN M — SSP 8164 35.60% 
2. H.PRADHAN M_ INC 7047 30.73% 
3. K PANIGRAHY M SWA 6875 29.98% 
4. D.RAUL M IND 844 3.68% 


ELECTORS : 69927 VOTERS : 25325 POLL PERCENTAGE : 36.22% VALID VOTES 22930 
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